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No. 53 Beekman Street, New York, “Stubbins Vale Mills” Felts 
“Eycelsior” Fel ts ra Fa ing IMPORTERS OF AMD DEALERS i... and Jacke ting, Pearl Hardening 
and jacketing. ; ; and “Berger” Ultramarine 
per Makers sdagikcnaiine iat 
EXTRA HEAVY For Economy, pig ones Boye Good Results they are Un- for Sizing and Bleaching 
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DRYERS. equaled. and Well Known. A Trial CANVAS PRYER PELTS, 
VABYAS atieibest, Bend for Price Lint. is Solicited ro Manufacturers not already Using them. U les. Heaviest and Best, in All Widths 
SAM'L P. TR W. FRED UPHAM w. 
a P. —— ADNA T. DENISON 


ec TRAIN SMITH COMPANY 


rons tee POPET SIOCR, “a3: Paper Mill Supplies 


FIOCR Purposes. gene in cereemrrreprcoeainrrn cameraman enero DESCRIPTIONS OF 
DEALERS IN 
Office and Warehowe: $74 DUANE STREET, NEW YORK. HIGH-GRADE BOOK, PLATE and LITHOGRAPH p APE R 


ENT ROO NEWS, MANILLA AND TISSUE 


; 76x 24 FEDERAL ST., BOSTON Branches: New York, London, Liverpool 


Ravvom ary. usx P=? English Flings. TrwY BROS. COMPANY » ms 


... Also Importers and Dealers in . North Moore Street, 
MARINE BLUE (Aniline) JACKETING, ROLL CLOTH, DOUBLE EX. FOREIGN RAGS, NEW YORK, 


foe News Paper Mila TRA CANVAS, ULTRAMARINE BLUE. DOMESTIC NEW RAGS. 
TW MANIATTAN RUBBER MFC, C0, *Sesvcr"" —__wowe==r- Lewy cemeunes “mmm 
GREASE | R. H. OVERTON & SON, 
SOF wage Mechanical Rubber Goods. |“ s-—s — | mrss, mcm PAPER MAKERS’ 


We makea Special Feature of Belting and Rubber Covered Rolls for Paper Mills. , é 
FACTORIES: PASSAIC, N. J. SUPPLIES._ccom. 


A. KLIPSTEIN & CO., fermions “nd: | Roum 104 NEW YORK. 


‘22 PEARL STREET, ree Casmien. © 1laktM 


UR A M | N COG "$5 Kilby St., Highest tests, free from iron, and all other 
) : BOSTON, MASS. grades used by paper makers. 
ee Also Manufacturers of ACETIC ACID, SULPHURIC ACID and other chemicals. 
Kuttroff, Pickhardt 8 Co., A. WERTHEIM & CO. 
importers of Dyestuffs, Chemicals and Colors. HAMBURG, GERMANY 
Sole Importers of the products manufactured by BRANCH OFFICES: 

BADISCHE ANILIN- & SODA- FABRIK, ; posron, 52 So South Water Strest. || ‘Wwoo D PULP EXPO RTE RS 

PHILADELPHIA, 207 Chestnut Street Also Importers of SULPHITE AND SODA PULPS 


Ludwigshafen 0 /Rh., Germany, CHICAGO, 207 ishtgse Street. 
128 DUANE STREET, NEW YORK SIGMUND GOLDMAN, Agent for the U. S. and Canada, 99 Nassau St., New York 


ROLLS OF ALL KINDS GROUND BY “POOLE” PROCESS. THE 20th CENTURY QUESTION 
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Machinery and Machinery» PAPER DRYERS. , Wes filly cauipped w ALUM QUESTION. 


castines 
oy adi ki ube. PAPER AND PULP SPECIAL MACHINERY The solution of the latter is in using thé 


Pattern Making and Job ct and would be pleased PEARL ALUI1 


BEND FOR GEAR CATALOGUE to Surnieh HARRISON BROS. & CO., I 
THE TOWNSEND FURNACE AND MACHINE SHOP (O., White Lead, Colors, Paints, Varnishes’ and Chemicats 


ALBANY, W. VT. | 117 Patton St,New York . 35th and Gray's Perry Road, Philadeiphia . 45-47 Lake St., Chicago 


CONTINENTAL FILTERS 


PRESSURE AND GRAVITY 


Clear, Bright, Filtered Water Guaranteed for Paper and Pulp Mills. Our method of using a 
coagulant is free from litigation, and this we guarantee, Write for new paper mill catalogue 
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American Writing Paper Zo. 


COMPRISING THE FOLLOWING DIVISIONS: 


Agawam Paper Co., Mittineague, Mass. G. K. Baird Paper Co., Lee, Mass. Massasoit Paper Manufacturing (Co., Holyoke, Parsons Paper Co., No. 1, Holyoke, Mass. 
Albion Paper Co., Holyoke, Mass. George C. Gill Paper Co., Holyoke, Mass. Mass. Riverside Paper Co., Holyoke, Mass. 

Beebe & Holbrook Co., Holyoke, Mass. Harding Paper Co.. Franklin, Ohio. Nonotuck Paper Co., Holyoke, Mass. Shattuck & Babcock Co., De Pere, Wis. 
Chester Paper Co., Huntington, Mass. Holyoke Paper Co., Holyoke, Mass. Norman Paper Co., Holyoke, Mass. Springdale Paper Co., Springfield, Mass. 
Crocker Manufacturing Co., Holyoke, Mass. Hurlbut Paper Manufacturing Co., South Lee, akland Paper Co., Manchester, Ct. Syms & Dudley Paper Co., Watervliet, Micn. 
‘ George R. Dickinson Paper Co., Holyoke, Mass. Mass. Platner & Porter Paper Manufacturing Co., Wauregan Paper Co., Holyoke, Mass. 
Eaton, May & Robbins Co., Lee, Mass. Linden Paper Co., Holyoke, Mass. Unionville, Ct. Windsor Paper Co., Windsor Locks, Ct 


MANUFACTURERS OF 


Coft-dried, Machine-dried, and Engine-sized Writing Papers. 


For regular lines, correspond direct with the different divisions. 
For contracts, special lines, and new business, correspond with the General Manager. 
The Executive Offices are located at Springfield, Mass., in the Germona Building. 








BLEACHED AND UNBLEACHED 
SPRUCE SULPHITE PULP 

MILLS AT 
PLED MONT WVA. 


EXTRA BOOK & LITHOGRAPH MACHINE FINISHED 
LUKE MD. bp U4, tal Kh B, WA AND SUPER GALENDERED 
OAVIS. W.VA. — EXPRESS & MANILA PAPERS. 

CABLE ADORESS DAILYCAPACITY I40 TONS. 
“PULPMONT, NEW YORK, ILP ° 


ALAND AB.C.CODES USED. NewVo 
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COATING SS SIZING MANUFACTURERS’ 

Makes Velvety, Pliable surface. Toughens the sheet . AGENTS. 

With superior transparent high glaze. Gives good rattle without pbrittleness ( e ‘ 

Gives Coated ** Whites ” a livelier, brighter shade. alse ete roof surface. 46 dar St ° New York, 

Has best affinity for ink. Is of exceptional value to boards. 

Mixes well with colors. ALL TESTS Sole Agents for the United States and Canada 

WHAT GLOGLOSS [8 DOING in many leading mills where it has been permanently adopted 

ete cities eecample can be had for the askiax, and a trial will convinee youastoxtseson- | Grr 4 ages -Of The United Alkali Co., Ltd.. of Great 
; Britain, for the sale of their various b 

QUAKER CITY CHEMICAL CO., Sole Manutacturers and Proprietors, AND ’ rands of 

1834 to 1846 Bristol Street Wayne Junction, PHILADELPHIA, PA. A ] KALI 


PERKINS, GOODWIN & CO., 66 and 68 Duane Street, New York, Selling Agents. 


- BLEACHING POWDER 
PLEASANT MILLS PAPER CO, oeosay STEAM GAGE AND VALVE 60. 


ROPE MANILLAS. 


OFFICE: 608 CHESTNUT ST., PHILADELPHIA. 
MILLS: PLEASANT MILIS, N. J. 


STONE & FORSYTH, 


SELLING AGENTS FOR SUNSET MILS, ee TN Goce 
TISSUE S92 TOULET PARTIR | anes onc ce wet os ere, 


BOSTON, MASS, Ts Pee OFFICE AND WORKS: BOSTON, MASS. 


Stores: Boston, New York, Chicego, and London, Znugland. 





CROSBY POP SAFETY VALVES AND WATER RELIEF VALVES, 
STEAM ENGINE INDICATORS. 

CROSBY IMPROVED STEAM GAGES, SAFE WATER GAGES and 
PATENT GAGE TESTERS. SIGHT FEED LUBRICATORS. 
CROSBY PRESSURE RECORDERS AND REVOLUTION COUNTERS. 
BOSWORTH FEED WATER REGULATORS. CHIME WHISTLES. 
BRANDEN VALVES, Rubber, with Wire Coil Insertion. THE MOST 
DURABLE Pump Valve Made. 








Globe and Angle Valves, with removable seats and disce, 
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TO CONTROL PRICES. 


Canadian Paper Manufacturers Will 
Organize at Montreal This Week. 


The Invitation Issued by Three Leading Paper Makers of 
the Dominion—Preliminary Steps Have Already 
Been Taken by Organizing Some of 
the Divisions. 


- 


[FROM OUR REGULAR CORRESPONDENT. |] 

Toronto, Jan. 1, 1900.—In response to a circular is- 
sued by three leading paper manufacturers the representa- 
tives of all the Canadian mills will meet at Montreal this 
week to take the preliminary steps in the formation of an 
association to control prices. The scheme has often been 
mooted and as often met with a cold reception. Mutual dis- 
trust on the part of the larger paper makers and decided 
fear on the part of the smaller men have hitherto prevented 
any mutual understanding. Convinced at last that some- 
thing must be done to increase profits or reduce deficits, and 
that an association is possible, all the mills have agreed to 
consider the situation at a conference. 

Several preliminary steps have already been noted. In 
the first place, as I have already written you, a paper bag 
association was formed, and the maximum discounts were 
reduced from 60 to 40 per cent. This was followed up by 
an agreement between the manufacturers of manila tissues 
by which the discount was reduced from 40 to 20 per cent. 
Then the manufacturers of building papers got together and 
agreed on a net set of prices. All of these have worked so 
well that now a larger asociation is to be formed to control 
the price of news, book and writing papers. Whether this 
can be done successfully remains to be seen. The greatest 
difficulty is to assure the smaller men that they will not be 
crowded out by the largermills. These small chaps have 
held the bulk of their trade by cutting slightly below what 
the larger mills ask. When the prices are fixed the larger 
mills will have the advantage in the securing of contracts. 
The difficulty will be overcome by guaranteeing the smaller 
men a certain yearly profit and agreeing to take from them 
enough paper to insure the continuous running of their 
mills. As this will lessen the expenses and the worry of the 
small men, they will undoubtedly agree to the association's 
rules. 

There is no doubt that news has been sold at a price 
which makes very little profit. Even at 234 cents the 
paper maker gets only about 134 cents at the mill. The 
cash discount, the freight, the cost of selling and the 
incidental expenses bring it down to that net figure. 
Now, good news cannot be made at that price with a 
profit. The Canada Paper Company is getting about 1.60 
net for the Montreal Star paper, and this is the largest 
contract in the country. There cannot be any money in it 
at that figure. The association, if formed, will probably 
fix the minimum price of No. 3 news at 2% cents. 

Lam informed on good authority that if the association 
is not formed one of the largest mills in the country will 
take the initiative and raise the price on new contracts 
and renewals to 2%4 cents. That mill has enough orders 
to keep it going for six months. It counts on the fact 
that there are not enough paper mills in Canada to supply 
the present demand with it out of the market to raise the 
price to that figure. It is a bold game, but I am assured 
that it will be played. 

I am alse informed that the E. B. Eddy Company, of 
Hul’, is now asking $15 for ground pulp, $50 for sulphite 
fibre and $40 to $50 per ton for wood board. The former 





prices were $10 for wood pulp, $32 for sulphite and $33 
for straw board. This is a huge advance. I do not sup- 
pose it is maintained on all sales, but these prices are 
certainly being quoted. The demand for these three 
classes of goods is so great that the Eddy Company feels 
justified in advancing quotations to that extent. The 
Eddy Company is never backward in asking and has done 
a great deal toward introducing the higher prices that are 
now ruling. 

The next largest paper manufacturer in the country is 
the Canada Paper Company. It has already been pointed 
out that. it supplies the paper for the Montreal Star and 
most of the other Montreal dailies. As the contract prices 
are low the company is anxious to see an association and 
have prices raised so that on its smaller contracts and on 
its book papers it will be able to make the profit which 
should be made on its larger contracts. Fred J. Campbell, 
the Toronto manager for this company, was in Montreal 
last week consulting with the head office concerning the 
situation. 

There is no doubt that the present advance of 10 per 
cent. on news and book will be maintained and increased. 
Manilas and bags will undoubtedly go higher. 

a Econ. 


Four Millis Advance Wages. 


Each employee of the J. P. Lewis Company, Lewis & 
Slocum and Lewis, Slocum & Lefevre, Beaver Falls, 
N. Y., received on Christmas morning a printed card 
which read: “Christmas Greeting!—The present pros- 
perity of the Board business warrants our advancing your 
wages, beginning with January 1, 1900, to $—— per day. 
Wishing you a merry Christmas and a happy new year, 
we are The blanks were filled in, the former with a 
figure showing an advance of 10 per cent., and the latter 
with the name of the firm. On Christmas evening the 
help in the mills had a celebration, at which A. D. 
Wardell, as spokesman, expressed in fitting words the 
employees’ appreciation of the unsolicited advance. 

The wages of the employees oi the Skowhegan Pulp 
Company, Skowhegan, Me., have been increased to per 
the advance beginning from January 1. 





cent., 


The Barclay Fibre Company Plant Sold. 


Watertown, N. Y., Jan. 2—The Herrings, at Black 
River and Carthage, N. Y., are going into the sulphite 
business, and in order to save time have purchased com 
plete the sulphite plant of the Barclay Fibre Company at 
Saugerties, N. Y., which went into the hands of a receiver 
some time ago. The whole thing is to be moved to Car- 
thage and erected beside the Jefferson Power Company’s 
plant. Stebbins & Richter are in charge of the removal 
and will remodel the acid system and put the plant in run 
ning order. ——__—_-—— F. M. 


The New York Sun Contract. 


The contract for supplying paper for the New York Sun, 
about which there has been considerable speculation, was 
closed last Saturday. The well-known firm of Perkins, 
Goodwin & Co. gets it again. This house has held the con- 
tract for about twenty years. By an agreeable arrangement 
with the International Paper Company that company will 
continue to furnish the paper for Perkins, Goodwin & Co. 
with which to fill this contract. 


New Paper Bag Company. 


The Advance Bag Company, Middletown, 
been incorporated with a capital stock of $50,000. The 
company will print and handle bags of paper amd other 


The incorporators of the company are Morris 
McCallay 


Ohio, has 


materials. 
W. Reneck, Robert Wilson, J. K. Thomas, E. L 
and Mark A. Thomas. 


NEWS BOARD PRICES. 


Manufacturers Increase the List by 
$2.50 a Ton. 





The Question of a Supply of Raw Material Most Important 
—The Price They Will Have to Pay for Folded 
News Not Settled—Year’s Contracts 
Must Be Made. 


As a result of the meeting held in this city last week the 
National Board and Paper Company has advanced prices 
$2.50 per ton for carload lots. The new price list, which is 
subject to change without notice, will therefore be as 


follows: 

News board, solid or filled, Nos. 40 @ Go..........0cccceceseees $37.50 
News board, solid or filled, Nos. 60 @ 120.......-..06.s0000- 40.00 
News board, single-lined manila, Nos. 40 @ 120.............+++- 42.50 
News board, double-lined, Nos, 40 @ 120...........ccccceeeeeees 47.50 
Chip boards, single-lined manila, Nos. 40 @ 120.............+++- 37-50 


Chip boards, single lined news, Nos. 40 @ 120........-.0e00-000 35.00 
All boards lighter than No. 120, $2.50 per ton extra. Prices on 
other grades furnished on application. 
Robert B. McEwan, of the McEwan Brothers Company, 
presided at the meeting. Representatives of the following 
mills were present: Agawamuck Paper Company, Hudson, 


N. Y.; Bogota Paper Company, Bogota, N. J.; Derby 
Paper Mills Company, Shelton, Conn.; George W. 
Downs, Newark, N. J.; Fort Orange Paper Company, 


Castleton, N. Y.; Hartland Paper Company, Middleport, 
N. Y.; McEwan Brothers Company, Whippany, N. J.; 
Uncas Paper Company, Norwich, Conn., and Westport 
Paper Company, Westport, Conn. 

In connection with the subject of folded news, the 
principal raw material of the news board mills, the manu- 
facturers are said to be a bit disturbed over a circular 
letter which they have received from the paper stock men, 
which seems to imply that if they are to receive supplies at 
all they must order a year’s supply and no less. This 
proposition is a sort of poser to the manufacturers. Here- 
tofore, it is said, they ordered by the month as needed. 
The change, therefore, to obligating themselves to take 
a certain quantity to be shipped as per order is not satis- 
factory to them. A few of them are very strong in their 
determination to resist.the proposed change. They say 
that if they contract now for a year’s supply the con- 
ditions may so alter things that they might lose a great 
deal of money. 

The argument said to be advanced by the dealers in 
paper stock is that they are forced each January to make 
yearly contracts with the publishers of newspapers for 
their overissues. It happens this year that the market 
quotation for these is very high, consequently the contract 
price is necessarily much higher than that of last year. 
Now, it is claimed, in view of the fact that yearly contracts 
must be made by the stock men, that they are justified 
in insisting on a similar arrangement with the news board 
mills. 

A few of hg manufacturers of news board have threat- 
ened to “go off” news board and make chip boards instead. 
If they carry out this threat, which is unlikely, it is claimed 
that they will be worse off than if they ran on news board, 
even at the advanced price which they will have to pay for 
the next year. However, this whole matter will soon be 
decided, as the new increased price for folded news went 
into effect on January 1. As soon as the manufacturers 
learn exactly what the figure is to be it is expected that 
they will decide promptly what action to take. 
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LOOKING FOR NEW PRICES. 


There Is a General Feeling That Prices Will Soon Be 
Further Advanced—The Demand Shows No Falling 
Off—All Mills Busy. 


This is an “off” week in the paper trade. The post-holi- 
day dullness and stock taking combine to make it so. Both 
manufacturers and jobbers are just now busy looking over 
their books. When asked if there had been any change 
within the past week, the jobbers in this market who were 
visited by a representative of THe Parer Trape JouRNAL 
replied: “No, I do not know of any. They have been com- 
ing so fast recently that we guess that they need a rest. 
Perhaps they will begin again in a week or two, but we 
haven't heard of any in the last week.” 

The expected revised price list of the American Writing 
Paper Company has not yet reached the local trade. Prices 
on writings are high and very firm. Book and news are 
both scarce and high. Quotations on book remain about the 
same as last week. The figure on néws is a bit surprising. 
It was thought that a drop would take place after Janu- 
ary I, especially if the water supply was at all improved. 
This improvement has been noted to some extent in the ter- 
ritory of the news mills, still the drop has not come. In- 
stead, there is a tendency to advance the price. At least up 
to date there is no perceptible sign of weakness in the quo- 
tations. Manilas are firm at last week’s figures. Boards are 
the most active feature of the market. Pulp boards are very 
scarce, and the prices from the individual mills are consid- 
erably in advance of the published minimum rate. An ad- 
vance on news board was neted last week. Another one 
must soon come, according to reports. So far straw board 


has not shared the upward movement of the two lines. An_ 


increase of at least $5 per ton was confidently expected on 
January 1. Perhaps the announcement of this advance may 
be made this week. 





No New Prices at Holyoke Yet. 


Western Massachusetts Office 
THe P. per TR» DE JouRN st. f 
Holyoke, Mass., January 2, 1#00 


The same conditions exist in this section in paper trade 
circles this week as have existed for some time. There is 
no change in the price of paper so far as can be learned 
in this city, but some definite statement is daily expected 
from the manufacturers. A prominent manufacturer 
stated to your correspondent to-day that matters were in 
such an unsettled state at present that there could be no 
schedule of prices made that would be reliable for more 
than a short time. It is presumed that manufacturers are 
waiting to make their contracts for the coming year for 
supplies before arranging any schedules. Some manu- 
facturers are also known to be waiting for a quieting of the 
markets before announcing their position. It is likely, so 
I am told by manufacturers, that within a very short time 
they will be in a position to make some statement as to 
prices, but at present matters remain in the same unsettled 
condition that they have been in for a number of weeks. 

Ferry. 


Higher Prices Expected in Boston. 


Eastern Office PAPER TRADE JOURNAL, } 
64 Federa! Street, - 
BosTon, January 1. 1900, } 


With the dawn of the new year new resolutions are in 
order, and possibly new prices, which must naturally range 
a little higher in keeping with the changing conditions. 

Book paper, news and tissue are the features of the mar- 
ket to-day owing to their scarcity, and prices on those grades 
are very firm at such figures as manufacturers are inclined 
to quote. 

Business with local jobbing paper houses still runs heavy, 
their only complaint being the inability of mills to fill orders 
as quickly as the goods are wanted. Some mills are three 
to four months behind on their orders. 

In paper mill supplies the situation is still bullish, the 
market for everything being very firm at advanced figures. 

Sulphite fibre is moving just as ‘ast as the mills can 
fue out the supply, and there is not a mill that is not be- 
hind in the filling of its orders. Contracts for the early 
part of the new year have been made at figures ranging 
from 2% to 2% cents for unbleached fibre, but some of the 
sulphite fibre manufacturers are disinclined to contract be- 
yond the first six months of the year even at prices now 
ruling, since the outlook is so favorable for higher prices. 

Ground wood seems to be getting scarcer, and when a few 
carloads are wanted for quick delivery the price runs up to 
any figure that the seller chooses to ask. There is very lit- 


tle ground wood pulp offering. At times supplies are re- 
ceived from Nova Scotia, but just now it seems impossible 
to get pulp from there owing to the scarcity of javailable 


tonnage and because the greater part of the préduction is 
going to Europe. Importers say that it will be three weeks 
before they have any Nova Scotia pulp to deliver. 

The demand for paper stock, rags, gunny, old paper, &c., 


is quite active, but prices rule high, and the supply hardly 
equais the demand. Womestic stocks are not begging for 
buyérs, nor can importers get rags in foreign marxets in 
such quantities as are wanted. DELESDERNIER. 





Everybody Busy in the Fox River Valley. 


[FROM OUR REGULAR CORRESPONDENT.) 

Appleton, Wis., January 1.—1he first day of the new year 
finds some of the mills running and others idle. ‘Those 
that are idie are not idle from lack of work to do, and 
those that are running are only running because they feel 
they must. It is but truth to say that there was never a 
first day of January before in the history of the valley when 
there was more business for the mills to do. Orders are’ 
presented in such abundance that no smail opportunity 
1s given to the manufacturer to pick and choose between 
them, and this he is doing with the best judgment and fore- 
sight at his command. It is yet too early to say what will 
happen so far as this valley is concerned. The experiences 
of the past few months have indicated that price changes 
are liable to come most suddenly and unexpectedly, .and 
that it is rashness to make predictions except in a general 
way. Wisconsin manufacturers believe they have now 
better grounds than ever for expecting that the upward 
trend will be continued. Some mills have for months been 
making and selling paper at a loss on old contracts, which 
are now about expiring, though there are still some con- 
tracts that are reaching uncomfortably into the future. 
Some mills, too, will have to pay more for materials than 
they have--heretofore been paying by virtue of old con- 
tracts. It is the general belief that there is no doubt about 
the way the cat will jump, the only question being the 
length of the leap. 

The advance that has been registered during the past few 
weeks in the price of news paper is something actually 
startling. From the starting point of about 1.75 it has 
gone up at least 50 per cent. in value. The better grades 
of print made in this valley are being quoted at about 3 
cents at the mill, and lower grades are not far behind. 

, Fox River. 





Shipments Delayed at Watertown. 


[FROM OUR REGULAR CORRESPONDENT.) 

Watertown, N. Y., Jan. 2—Snowbound and almost iso- 
lated from the world, the paper manufacturers haye been 
busily catching up with orders, and owing to the utter 
impossibility of moving freight there is a greater stock of 
paper on hand here to-day tham there has been in many 
moons. True, it is all sold, but it is not being shipped 
because of the blocking of transportation facilities. Prices 
are booming, news at 3 cents at the mills being a 
feature, while other grades are being raised in proportion. 
Ground wood is scarce and the intensely cold weather, some 
10 or 12 degrees below zero, has had the expected effect 
upon thie river and it is lower to-day than in weeks 
previous to this time; consequently the production of 
ground wood is falling off again and the price of same 
and paper advancing. F. M. 


Prosperity in the Miami Valley. 


(FROM OUR REGULAR CORRESPONDENT.) 

Dayton, Ohio, Jan. 2—The new year appeared under a 
flood of prosperity, with indications of a perennially pleas- 
ant and profitable future. In Dayton the old year was” 
closed with a remarkable record in the matter of volume 
of business, which exceeded that of the previous year to 
the extent of over 38 per cent. 

Despite the prediction, the advance in all grades of 
papers did not become operative January 1, though the 
tendency to announce an advance was apparent. It ap- 
peared to the close observers that tradesmen were merely 
awaiting an opportunity to declare themselves. Hesitancy 
in the East and in other large centres was reflected in this 
neighborhood. No doubt exists that every manufacturer 
in the Miami Valley felt justified in making a formal ad- 
vance, but they were guarded by that natural conservatism 
which has protected the trade even in these profitable times 


against the dangers of a speculative market. Some of the» 


mill men announced that after January 1 not a pound of 
paper would leave their plants at the prices of the year 
1899. New price lists were arranged in some offices. The 
Etna Paper Company, of this city, probably took the in- 
itiative in this respect. Most of the mill men agreed tacitly 
to “wait awhile,” and there will be many keen observers of 
the state of the market in other sections during the next 
fortnight. As several of the paper men explained, prices 
have practically been advancing every day, and the formal 
announcement of an increase ‘on the first day of the year 
would avail little. At present substantial prices are in 
effect. Supers run from 5% to 6 cents, machine finished 
books from 4% to 5 cents, manilas 434 cents, while the 
cheaper grades are commanding better-figures than for- 
merly. The most recent advances are from one-half to 
I cent per pound on many of the grades. M. V. 


THE BRITISH PAPER TRADE. 


Paper Manufacturers Short of Pulp—Some of the Scandi- 
navian Mills Shut Down, and More Will Follow— 
The Market for Heavy Chemicals. 


[SPECIAL CORRESPONDENCE OF THE PAPER TRADE JOURNAL.] 


London, Dec. 26.—The latest thing that is worrying 
our paper makers is the difficulty of obtaining pulp. I 
mentioned in my last that the imports of wood pulp fell 
off largely in November, notwithstanding the greatly in- 
creased consumption of paper. This falling off has con- 
tinued this month, Several of the Scandinavian mills are 
a.ready shut down, and more will follow in January. The 
Canadian mills cannot ship much until navigation opens 
in the spring, except those of Nova Scotia. It is evident, 
therefore, that for the next four months there must be a 
serious scarcity of mechanical pulp. On account of the 
increased demand, chemical pulp is almost equally scarce. 
To cap all, the product of the mills is nearly all engaged 
for a year ahead. 

This is why the situation is not satisfactory to our paper 
makers, in spite of the higher prices of paper. There has 
been no advance in prices this week, but they are very 
firm, especially for news. Some publishers are reported to 
be having difficulty in obtaining supplies sufficient to keep 
their publications going. The fact that prices do not ad- 
vance generally is because our paper maker§ have less 
courage than their American brethren. Failure to agree 
upon united action at the meeting of the Papermakers’ 
Association last month has made them timid in taking action 
individually. It is believed, however, that prices for both 
book and news must advance early in the coming year. 

The market for heavy chemicals is in an interesting 
position at present. There is a heavy demand for them, 
and prices not only have advanced but may advance more, 
owing to high prices of fuel and other causes. In re- 
ferring to the Liverpool market J. P. Brunner & Co. re- 
cently said: 

“Since our last report there has been a further upward 
movement in some of the heavy lines of chemicals and a 
good business is reported for the early months of next 
year. The prospectus of the Electrolytic Alkali Company 
has just been issued, which concern has been formed to 
work the ‘Hargreaves-Bird’ electrolytic process for the 
manufacture of bleaching powder, soda crystals, &c. 


Soda Ash in limited supply and prices firmly maintained, 
the range for tierces being about as follows: Leblanc 
Ash, 48 per cent., £4 15s. to £5 per ton; eo cent., 
#5 to £5 5s. per ton, net cash; Ammonia , 48 per 
cent., £4 5s. to £4 10s. per ton; 58 per cent., £4 10s. to £4 
15s. per ton, net cash; bags, 5s. ay ton under price for 
tierces. Soda Crystals selling freely at £3 6d. per ton, less 
5 per cent. for barrels, or 7s. less for bags, with special 
quotations for a few favored markets. Caustic Soda scarce, 
makers being fully sold for this month, and well booked 
with orders for the early months of 1900. Quotations have 
been advanced 3s. for 1900 delivery, except for the Con- 
tinent, values for any position being now as follows: 60 
per cent., £8 5s.; 70 per cent., £9 §8.; 74 per cent., £9 15s.; 
76 per cent., £10 to £10 5s. per ton, net cash. Bleaching 
Powder is dearer and quoted at from £6 15s. per ton for 
hardwood packages, while makers report being well sold 
over 1900.” 

In a later circular Peter R. McQuie & Son, of the same 


market, said: 

“The ‘Triple Alliance’ between the United Alkali Com- 
pany, Brunner, Mond & Co. and Bowman, Thompson & 
Co. remains in force for another twelve months, in fact 
until the close of the present century, and it is rg lew 
that the special arrangements between English and Con- 
tinental manufacturers, having worked satisfactorily, are 
to be continued. There are rumors afloat of further com- 
binations pending, and even of the absorption of running 
works by other companies, but without, as yet, any defi- 
nite confirmation. We quote: Bleaching Powder, £6 tos. 
to £6 12s. per ton, soft wood; £6 15s. to £7, hard wood. 
Caustic Soda, 60 per cent., £8 58: per ton; 70 per cent., 
£9 5s.; 78 per cent., £10 5s. to £10 10s. Soda Ash, Leblanc, 


~ 48 per cent., £5 tos. per ton in casks; 52 per cent., £5 12s. 


6d. per ton in casks, and 58 per cent., £5 15s. per ton in 
casks. These quotations are for the British market, special 
terms being made far the United States and other 


markets.” 
Briton. 


Paper Manufacturers in Railway Business. 


Watertown, N. Y., Jan. 2—An important decision was 
rendered in Syracuse last week; in which C. W. Andrews, 
of Syracuse, was referee in the suit of B. B. Taggart, vice- 
president of the Taggart Brothers Company, and Fannie 
Taggart, 45 executors of the estate of B. B. Taggart, and 
H. F. Inglehart against the Austin Corbin estate. A de- 
cision has been handed down, awarding $13,000 to the 
plaintiff. The action grew out of an agreement made be- 
tween Mr. Taggart, Mr. Inglehart and Mr. Corbin to put 
money into the Watertown and Brownville Street Railway, 
and Mr. Corbin failed to keep his agreement. F. M. 





Tue Paper Trape Journat is the pioneer in its field, 
and is far in the lead. No other paper compares with it in 
the completeness with which it covers the home and for- 
eign news of the trade. 
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MILLS AGAIN HINDERED. 


Some Are Shut Down Because of a Freeze Up—Low Water 
Again Reported in the North—Diificulty in 
Transporting Coal. 


The freeze up has hampered the mills considerably, ac- 
cording to the reports which have reached this city. Its 
effect has been very serious ip the localities where the water 
is low. These places, by the way, seem to be far more 
numerous than is generally supposed. From Maine, espe- 
cially on the Kennebec, the story is that, even before the 
advent of the cold snap, the mills were worse off than they 
have been at any time during the drought. The same report 
comes from Southern New Hampshire and also from the 
northern section of New York State. Now, with the added 
affliction of frozen rivers, the mills in those localities are in 
a bad way. At the offices of the International Paper Com- 
pany the statement was made that the freeze up would 
hamper the mills just a little for perhaps a few days, until 
the broken ice had passed down stream. 





Coal Advanced at Holyoke. 


Western Massachusetts Office 
Tae Paper TRADE JOURNAL, 
HOLYOKE, Mass., January 2, 100. 


The price of coal has taken another jump this week, 
but manufacturers have suffered very little from it owing 
to contracts already in force. The mills are supplied from 
day to day with the amount required to keep them run- 
ning. The water power in the Connecticut is not stinted, 
but the mills located upon country streams are still suffer- 
ing from lack of water. The cold weather has started in 
earnest and ice is forming rapidly, making it more difficult 
to obtain a liberal supply of water. The prospect now is 
that manufacturers off of the Connecticut River will be 
obliged to use steam until spring at Igast. Ferry. 


Maine Streams Frozen Up. 


Eastern Office Paper TRADE JOURNAL, 
64 Federal Street, t 
BOSTON, January 2, 1900. 


‘ [PROM OUR REGULAR CORRESPONDENT.] 

Reports from Maine are to the effect that the streams are 
frozen up, and some of the mills in consequence are shut 
down. This freeze is affecting to some extent the water 
powers of this entire section, so that production must natur- 
ally be curtailed for the time being. DELESVERNIER. 





Threatened Coal Famine at Watertown. 
(From OUR REGULAR CORRESPONDENT.) 

Watertown, N. Y., Jan. 2—There were a few instances 
of a lack of coal last Thursday and Friday, but they were 
not sefious, as large gangs of men were at once put to 
work removing the heavy fall of snow from the switches, 
so that supplies could be moved. It is not expected that 
there will be any shortage of coal, unless further snow- 
storms should blockade the whole railway line. Large 
orders for coal have been rushed through in order to an- 
ticipate amy such emergency. Water is again low and 


manufacturers are again hampered in getting out full pro- 
duction, F. M. 


Idle Water, Powers in Wisconsin. 
[FROM OUR REGULAR CORRESPONDENT.) 

Appleton, Wis., Jan. 1—In the course “of conversation 
with a prominent business man of Wausau who was in this 
valley last week, he told your correspondent that there 
were many fine water powers on the Wisconsin River that 
were as yet wholly wild and undeveloped, and some that 
were scarcely known of at all except by the woodsmen 
and timber estimators or cruisers who had been through 
the country looking alter the timber. As an instance of 
valuable power going to waste he mentioned a fall of 150 
feet in a mile, located a short distance above the city of 
Merrill, but there are other minor falle in plenty, along 
the river, and many of them are surrounded with hemlock 
and some spruce timber. These powers are gradually 
being developed. The new mill of the Wausau Paper 
Mills Company occupies one of them, and it is expected 
that next spring the sulphite mill to be erected by Geo. 
A. Whiting will go on another. The time will not be long 
when all will be in demand. Fox River. 


Slow Coal Deliveries in the Miami. 
[From OUR REGULAR CORRESPONDENT.) 

Dayton, Ohio, January 2.—Manufacturers are beginning 
to wonder if the threatened coal famine is at hand. Some 
difficulty was experienced in many quarters the past week 
in securing sufficient quantities of fuel, but this was attrib- 
uted not so much to a scarcity of coal as to the inability of 
dealers to deliver the orders on time. Inconveniences were 
undergone, but no serious results are reported from the 
mills. With the fall of the mercury the domestic consump- 
tion of coal became greater, and with the rapidly increasing 
capacities of the various plants in the city, in harmony with 
the general prosperity, the demand for fuel is larger than 





. 


for many years. Local coal dealers report that the rail- 
roads find it impossible to transport as much coal as they 
expected. Many mill men who would ordinarily order a 
carload are now satished with a few tons, and are manag- 
ing to keep up the supply only by constant calls upon the 
dealers. There have been no material advances in the price 
of coal the past week. 

There has been no appreciable change in the condition 
of the three rivers of this valley the past week. Certainly 
the tributaries have not improved, and low water conditions 
continue. The water power facilities are as great as they 
have been for eight months, but this is not a very extrava- 
gant statement. It is hardly believed that there will be 
much of a change in the Miami and Mad rivers until early 
spring, M. V. 





Memoranda from Boston. 


Eastern Office PareR TRADE Jounmat, 
#4 Federal Street, 
BOSTON, January 1, 1809. 

With the first day of 1900 came a snowstorm, the first 
of the winter season for Boston, and very welcome it is. 
But the storm, with the freeze, means much to the paper 
manufacturing industry of New England. 

Quite a number of the city jobbers are engaged in “stock 
taking,” and the results of the figuring, ii stock in hand 
is reckoned at present selling prices, will show good profits 
if goods are sold on the basis now ruling. Lower prices 
are not likely to prevail for some time to come, and so 
jobbers are in position to make an extra dollar. The new 
year therefore opens up very auspiciously, % 

Other trade representatives seen in town last week were 
Senator N. H. Jones, of Lincoln, Me.; Frank P. Car- 
penter, W. S. Hult, of Manchester, N. H.; W. A. Whitney, 
of Sunapee, N. H.; Colonel Moore, of Bellows Falls, Vt.; 
J. P. Shepley, of Sheldon, Vt.; Charles S. Mayo, of Law- 
rence, Mass.; H. A. Moses, of Mittineague, Mass.; Geo. K. 
Baird, of Lee, Mass.; Arthur H. Hill, George E. Craits, 
of Holyoke, Mass.; A. N. Mayo, of Springfield, Mass. ; 
Benjamin M. Jackson, Walter H. Stearns, of Paw- 
tucket, R. I. 

B. F. French, of Horace Dutton & Co., left Boston two 
weeks ago for Europe, but will return at once, owing to 
the death of Stanton Day, they being associated together 
in the French-Hickman Flax Fibre Company, whose mills 
at Niagara Falls, N. Y., Mr. Day was constructing. 

To friend Drury, of the William Cable Excelsior Wire 
Manufacturing Company, of New York, the writer must 
return thanks for his very kind remembrance, which came 
with his company’s new calendar for 1900. With such a 
record before him no man can help keeping “his dates.” 

DELESDERN LER, 


Trade Contributions te Dewey Memorial. 


The executive committee of the Dewey Memorial Fund 
has appointed the following gentlemen to act asa com- 
mittee for the solicitation of subscriptions from the paper 
trade: A. Pagenstecher, Hugh J. Chisholm, William H. 
Parsons, George W. Millar, George F. Perkins and 
Augustus G. Paine. 

This committee has sent out to every member of the 
trade a circular letter stating the fact of its appointment 
and asking for contributions for the erection of the 
memorial, 

As the committee’s letter to the local trade either did 
not reach many of those to whom it was addressed or 
perhaps was overlooked and forgotten, a number of gentle- 
men who learned of the project only when the subscrip- 
tion list was presented to them, have asked Tue Parer 
TravE Journat for information on the subject. 

When asked about the matter William H. Parsons said 
to a representative of this journal: “Yes, the gentlemen 
whose names I have given you have been appointed by 
the executive committee. We have sent out a letter to the 
trade and have caused a paper for subscriptions to be 
circulated. But as the holiday rush was on we did not 
think it advisable to trouble the members of the trade 
too much at this time. Later, no doubt, the paper will be 
presented to each house in the trade. The committee 
hopes that a generous response will be made for the 
patriotic object for which the fund is being gathered.” 

When assured that many men in the trade would gladly 
contribute something, but that the larger portion of them 
did not feel that they. could equal the individual amounts 
already contributed by the leaders in the trade, Mr. Par- 
sons said: “I am very glad that you mentioned that, 
as it gives me the opportunity to say on behalf of the 
committee that we sincerely hope that each man who sub- 
scribes will give according to his means and not be in- 
fluenced by what someone else has done. If this plan is 
followed we feel sure that we can be able to hand over a 
considerable sum to the treasurer of the fund. Checks may 
be made payable to any member of the committee. Their 
receipt will be duly acknowledged. If any member of the 
trade desires to send his contribution to me here at my 
office, 320 Broadway, | shall be glad to receive it.” 


LocAL JOTTINGS. 


“At this time expect cold weather and snow.” This is 
what the old almanac used to say along about January 1. 
Now, it has been suggested that if such a publication were 
devoted exclusively to the paper trade to-day it would 
contain a paragraph reading something after this fashion: 
“About this timé of the year the old manufacturers of 
paper will probably fish out the stockings that used to 
hold their savings and draw therefrom about two bales of 
common stock certificates upon which the dividends 
‘didn’t come.’ Then they will dwell on the futility of all 
things human, not forgetting the promises of promoters 
and their own foolishness in thinking that they could live 
in ease for the rest of their lives on common stock divi- 
dends.” 

e * « 

There is always, unfortunately, a wide difference of 
opinion on trade matters between the manufacturer and 
the dealer. This is as plain as day in these booming times. 
For instance, if you ask a mill man how the water supply 
is, he will invariably tell you that it was never lower and 
that, consequently, prices must go higher. On the other 
hand, if you refer to the subject before a jobber, he will 
say, “Oh, this talk about low water is all bosh. Why, I 
was up the State last week and saw plenty of water. The 
mills are all running full time, so this rush will soon be 
over and prices must come down.” These two views on 
the same subject are interesting, in so far as they in- 
dicate the human weakness which forces us to see things 
according to our desires, but when you are obliged to 
strike the average and tell the truth—well, “there’s the 
rub,” 

* * « 

The trade is looking forward to the year 1900 for data 
upon which to base an opinion in regard to the combines 
in the paper business. Forebodings of evil accompanied 
the organization of the four leading consolidations in the 
trade. The prophesied troubles and predicted ruin have 
as yet not been fulfilled. Nevertheless, there are those 
who still cling to their old opinion that an octopus is an 
animal, and that animals are bad company. Still, although 
such convictions are adheréd to, the trade in general is 
in a waiting mood, willing to accept and weigh all evidence 
on the subject in a dispassionate manner. The prevailing 
opinion is that the year 1900 will furnish evidence enough 
on the great question of consolidations to warrant the 
trade in cataloguing them as good or bad. 


>: @ 

New Year’s would be thoroughly enjoyed by the trade 
this year, were it not for the nightmare of stock taking. 
For the next ten days all branches of the industry will be 
busy tabulating all their worldly possessions. No doubt 
there will be some counting of chickens before they are 
hatched, as it is perfectly natural to imagine you have 
$109,261.23 in the bank when you foot up the long col- 
umns of figures and find that the total is that gum. Of 
course you now own goods to that amount, as per inven- 
tory, but after you ship the paper you begin to doubt 
whether you are as rich as the account books say you are. 

One thing is certain this year, and that is that the work 
will be done with a more cheerful spirit than it has been 
for the past five years, as the prospect is bright. 


**s 

“Were it not for the consolidation of the mills into the 
International Paper Company, at least 500 publishers in 
this country would have been forced into bankruptcy by 
this time on account of the scarcity of paper.” 

This is the plain statement of a conservative gentleman, 
who thoroughly understands the working of mills running 
individually and in combination. He gives it as his honest 
opinion that there would have been many suspensions of 
newspapers because so many news mills were practically 
shut down on account of low water. By all working to- 
gether, he said, the mills aided each other and the result 
was that not a single issue of any newspaper was missed. 


-. is 

The toughest feature of the troublesome situation in the 
trade seems to be the refusal of the manufacturers to quote 
prices. They claim that they have no means of knowing 
what the price of paper is to be a few months hence, and 
that, ags_a consequence, they do not think it advisable to 
gamble on the matter. This is the stand taken by the lead- 
ing mills of the country.: Speaking on the subject this week 
a prominent manufacturer said: “It’s awfully rough to have 
to reply to requests for prices that you refuse to even give 
a quotation. Nevertheless, this is what we are forced to 
answer. Of course our trade considers it very strange, and 
some of our customers write us offering to pay our price 
whatever it may be. These offers indicate that the necessi- 
ties of consumers, and we would like to accept them, but 
we cannot do so.” 
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ONE OF THE FAT YEARS. 


Unprecedented Prosperity in All Branches of Business 
Marked the Year 1899—The Export Trade 
the Largest in Our History. 


It has come to be generally understood that prosperity in 
any one line of trade or manufacture is to a great extent de- 
pendent upon business conditions in all other lines. When 
the outlook is promising for general prosperity it is reason- 
able to expect that any special line of production will share 
in that prosperity; and for this reason paper makers must 
feel an interest in statistics which show that the country at 
large is prosperous and that the indications point to still 
greater prosperity ahead. 

Summarizing the business of the year 1899 in its issue of 
December 30 Bradstreet’s says: “Where returns from ail 
industries and all lines of trade have been so heavy it would 
be vain to particularize, but it might be said that the vol- 
ume of domestic and of foreign trade alike was the largest 
ever recorded, and that the bank clearings, reflecting im- 
mense business expansion, active speculation in stocks and 
immense new industrial floatings, far surpassed all previous 
records; that prices as a result, primarily of the stimulation 
proceeding from supply and demand conditions, scored 
probably the greatest advance ever recorded in any single 
year, and brought the general level of staple values to the 
highest point reached for more than eight year past. 
Failure statistics point to all the above favorable features 
being reflected in the smallest number reported for seven- 
teen years past. These results have come to pass, it might 
be pointed out, in the face of a considerably lessened pro- 
duction of the country’s great cereal, wheat, and an im- 
mense falling off in the yield of the South’s great money 
crop, cotton. With the exception of marked speculative ac- 
tivity in the latter during the early months of the present 
season, speculation on the leading exchanges has been most 
largely confined to stocks and securities. In industrial af- 
fairs the year has been one of enormous expansion. Cer- 
tainly nothing like the general advance in wages of indus- 
trial employees has been witnessed for many years, and this 
has been accomplished with a minimum of friction, entitling 
the year to special] mention on this if on no other account. 
The close of the year finds manufacturers’ order books 
filled for from three to six months ahead in nearly all lines. 


Distributive trade was naturally of immense volume 
throughout the year, though mild weather at the close 
tended to modify the satisfaction with which retail trade in 
winter fabrics was regarded. This was, however, partly 
compensated for by 2 holiday business surpassing all pre- 
vious records.” 

In the year 1899 the export trade broke all previous 
records. Says Bradstreet’s: “Notwithstanding smaller 
exports of agricultural products during the calendar year, 
breadstuffs shipments being 15 per cent. smaller, cattle 
and hog exports 12 per cent. less and cotton shipments, 
owing to the short crop, at least 15 per cent. less, there 
was such an expansion in our manufactured exports that 
the entire export trade of the year will considerably ex- 
ceed that of last calendar year, which was the. heaviest 
recorded, and make the year no less notable in the line of 
foreign than in domestic trade, with a total of exports 
little less than $1,280,000,000, an aggregate which, if 
reached, will mark a gain of 3 per cent. over the record 
total of 1898. Imports have naturally shown a marked re- 
vival, and if the gain for the eleven months is maintained 
for the month of December a total little below $800,000,000 
may be expected, which would guarantee a total foreign 
trade well in excess of $2,000,000,000, an amount, it might 
be remarked, never before equaled. As to exports, it is to 
be noted that nearly one-third of all are of manufactured 
products, a proportion never before reached; and as to im- 
ports, the heavy increase in raw products intended for 
manufacture bears testimony to the activity of domestic 
industry. The apparent trade balance in our favor, though 
not as heavy as in 1898, will still aggregate an enormous 
aes, 

Dun’s Review notes that the industries of the coun- 
try closed on Saturday the most extraordinary year in 
their history. Long established branches have under- 
gone a veritable reconstruction, vastly increasing their 
capacity, while new industries which scarcely existed a year 
or two ago have enlisted a vast capital, altered modes of 
business and of production in almost every direction, and 
improved conditions for the future almost beyond calcula- 
tion. 

The end of the year found this tide of prosperity almost 
at its highest, and there were absolutely no indications of 
an ebb. The hope and confidence of the business commu- 
nity have even a sounder basis than they had a year ago, 
and the prospects are that the year 1900 will surpass in 
prosperity the record breaking year that has just closed. 


ForEIGN NOoTEs. 


The seniors of the Berlin merchants report that the 
fancy paper trade still suffers from overproduction and 
that the tendency of prices is in a downward direction. 
The report mentions that Great Britain is the largest 
buyer of Christmas cards. 


German paper makers view with some alarm the new 
postal rates sanctioned by Parliament. Weight now de- 
termines the amount of postage, and consequently it is 
expected that less quantities of paper will be used, and that 
the quality will be of a thinner kind. 

The Michigan lumbermen have filed papers appealing 
from the recent decision in the famous saw log case. The 
Ontario courts, it will be remembered, decided that the 
Provincial Government was within its power in inserting 
in the leases of crown timber reserves a provision requir- 
ing that the timber be cut into logs in Canada. It is the 
intention of the Michigan men to carry the case to the 
Privy Council of Great Britain. 

There is a prospect of the Catteshall Paper Mills .at 
Godalming being reopened. A company is in formation 
with a capital of £14,000, and an offer has been made by 
one gentleman to subscribe £10,500, providing the remain- 
ing £3,500 is raised. The machinery is to be modernized. 
The closing of the mills threw something like 150 people 
out of employment. Colonel Sartorius, who was a di- 
rector of the old company, and who is now a director of 
the Albuers Paper Mills in Portugal, is interested in the 
movement. 

According to a recent report made to the British For- 
eign Office, there are three paper factories in the Federal 
District of Mexico, one British, one Spanish and one Mex- 
ican, and also three cardboard: factories owned by Mex- 
icans. Under the heading of stationers may be included 
the deposits of two paper factories, situated in the Federal 
District and in the State of Mexico. There are eleven 
large stationers where paper of all kinds made in America, 
Great Britain, Germany and France is procurable, as also 
all kinds of blank books (many of which are ruled and 
bound in their own workshops), ink, &c. There are ten 
large booksellers who carry only an assortment of books, 
mostly French and Spanish, for use in the Government 
schools and private colleges. There is only one establish- 
ment that combines the two branches; it is American, and 
has its own printing office. 
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The Non-Antem 
Sulphite Digester Co. 


«MANUFACTURERS OF.... 


E. MEURER’S PATENT 
SULPHITE DIGESTER... 


85 TIMES BUILDING 
NEW YORK 


A DIGESTER ABSOLUTELY RELIABLE 
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NoTES OF THE TRADE. 


It is said that the Pulp Plaster Company, Napoleon, Ohio, 
will remove to La Porte, Ind. 

The Continental Filter Company has opened a branch 
office in the Marquette Building, Chicago. 

The job printing plant of the People and Patriot, Con- 
cord, N. H., has been sold to°F. G. Holbrook & Co. 

The Hall & Paige Bindery and the lowa Printing Com- 
pany, Des Moines, Ia., have consolidated their plants. 

Homer P. Bramlett, dealer in paper, paper bags, &c., 
Atlanta, Ga., was burned out December 22. Loss, $4,000. 

The Moser-Burgess Paper Company has moved from 
237 and 239 Monroe street to 206 and 208 Monroe street, 
Chicago. 

The creditors of the Calhoun Printing Company, Hart- 
ford, Conn., have granted the company an extension of 
eighteen months. 

Perkins, Goodwin & Co., paper dealers, 66 Duane street, 
New York, have installed an exchange station at their 
offices, and their new telephone number is Franklin 2270. 

John Mulcahy, who for the last seven years has been 
millwright for the Hampshire Paper Company, South Had- 
ley Falls, Mass., has accepted a position with Cyrus Currier 
& Sons, Newark, N. J. 

Hugh Hill and Eugene Miner Taylor have certified that 
they are the persons carrying on business as Edward Hill’s 
Son & Co., importers and dealers in chemicals, at 25 and 
27 Cedar street, New York. 

The Riter-Conley Manufacturing Company, of Pittsburg, 
Pa., reports that it would find difficulty in filling within six 
months any order not now on its books. The company's 
works are running at full capacity. 

P. J. McArdle, the well-known dealer in paper stock, 
&c., Albany, N. Y., has purchased the brick building at 
Hamilton and Rose streets, in that city, and will start his 
two sons in the same line of business. 

The Ebbert & Richardson Company is a new printing 
concern in Cincinnati, of which J. E. Richardson is presi- 
dent and general manager, E. S. Ebbert vice-president 
and treasurer, and Marguerite Schwartz secretary. 

Thirteen carloads of pulp from the old mills at Sissiboo 
Falis, N. B., were shipped by steamer to Boston two weeks 
ago. This is one of the properties acquired by the new 
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Sissiboo Pulp and Paper Company, recently formed by 
Charles Burrill. 

The Randolph Paper Box Company, Richmond, Va., has 
had so much business offered to it lately that its plant is 
inadequate to the demards made upon it. The company 
has established a branch factory at Manchester, Va., in 
which it employs sixty girls. 

The Berlin Iron Bridge Company, of East Berlin, Conn., 
is about to complete for the American Ordnance Company, 
of Bridgeport, Conn., a new machine shop, with traveling 
cranes, runways, &c. The building will be covered with the 
Berlin Iron Bridge Company’s patent anti-condensation 
corrugated iron roof covering. 

The trustees of the Christian Church of the United States 
met in Dayton, Ohio, last Saturday and decided to remove 
the headquarters of the publishing house from that city to 
Huntington, Ind. A half-dozen publications are supported 
and all have a large circulation. While located at Dayton 
the United Brethren Publishing House contracted for the 
work. In Huntington. the Daily News plant will be leased. 
Eastern and Canadian delegates opposed the removal ex- 
cept to an Eastern city. 

The Lowden Steam Regulator Company, of Boston, has 
just finished the installation of one of its combined exhaust 
and live steam regulators, and eight automatic boiler feed 
regulators in the mills of the Riordon Paper Mills Com- 
pany, Limited, at Hawkesbury, Ont. The mills of this 
company are situated both in Hawkesbury and Merritton, 
Ont., and are among the largest plants of the kind Jin 
Canada. The pressure regulator was installed on the com- 
pany’s large machine for drying sulphite, and is giving good 
satisfaction. 

The officers of the newly organized corporation of 
Kuttroff, Pickhardt & Co., importers of dyestuffs, chemi- 
cals and colors, 128 Duane street, New York, are as fol- 
lows: President, Adolf Kuttroff; vice-president, Carl 
Pickhardt; treasurer, Charles Herbert; secretary, Fred- 
erick Kuttroff. This corporation has been appointed the 
sole agent for the sale of the products of the Badische An- 
ilin und Soda Fabrik, Ludwigshaven-on-Rhine, Germany, in 
the United States and British North America. 

The arrivals of rubber at Antwerp during the first nine 
months of this year point to total receipts for the year of 
over 7,500,000 pounds, which indicate a more rapid growth 
of development in the Congo rubber country than in any 
other country for the same length of time. What is of 
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special interest is the fact that no indication of exhaustion 
has yet appeared. It is possible, indeed, that the production 
will double year after year for a long time to come. Mean- 
while, no decline is evident in the rate of yield of rubber in 
any other country. 

The sheriff has received an execution against the Flor- 
ence Publishing Company, Nos. 15 to 21 Park row, New 
York, for $3,392 from Ludvigh & Ryttenberg in favor of the 
Martin B. Brown Company for printing. The company 
was incorporated in January last with a capital stock of 
$50,000. 

The Atlanta Paper Company, Atlanta, Ga., has entered 
a motion for a new trial in the case of the Empire Printing 
and Box Company against the Atlanta Paper Company. 
The plaintiff in this case was recently awarded damages by 
a jury for injury to the stock and machinery of the plaintiff 
company when the building at the corner of Mitchell and 
South Pryor streets fell. Judge Lumpkin has ordered that 
the plaintiff show cause before him on January 13 why a 
new trial in the case should not be granted. 

Colvin & Robb, of Biwabik, Minn., have begun work 
on an immense contract for getting out pulp wood for 
Eastern parties. The contract extends over a period of 
ten years, and it provides that 10,000 cords shal! be taken 
out each season and shipped to Erie, Pa. This is the 
first winter any work has been done upon the contract, 
but work is proceeding rapidly now, and next spring the 
first shipments will be made. The wood, which is mostly 
spruce, is to be taken out near Tower and shipped by rail 
to Two Harbors, from which place it will go by lake to 
Erie, Pa., where the pulp mills are located. Some diffi- 
culty has been encountered in getting men so far, it is 
said. 

The Bullock Electric Manufacturing Company, of Cin- 
cinnati, is about to make additions to its already extensive 
plant in view of the heavy demand for its specialties, par- 
ticularly from abroad. The main machine shop will be 
immediately extended 200 feet. The company is having a 
large demand for its electric printing press equipments, es- 
pecially from the United Kingdom. “Teaser” equipments 
have been recently installed in the printing offices of the 
following newspapers: The Manchester Sporting Chronicle, 
the London Daily Mail, the Nottingham Guardian, the 
Birmingham Daily Post, the Belfast Evening News, the 
Aberdeen Free Press and the Edinburgh Scotsman. All 
these papers utilize American printing presses. 
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HAMMERMILL PAPER COMPANY. 


The New Paper and Pulp Plant Erected at Erie, Pa., by 
Ernst R. Behrend & Co.—A Description of 
Its Varigus Departments. 








[SPECIAL CORRESPONDENCE OF THE PAPER TRADE JOURNAL.} 
Enis, Pa., December 30, 1899. 

When Ernst R. Behrend & Co. came to this country 
from Germany last year to look up a location on which to 
build a modern paper making plant in which to manufac- 
ture their specialties for the American trade they chose a 
section of land, about 80 acres in extent, located east of 
and adjoining the city limits of Erie, Pa. This site 
seemed appropriate from many points of view. It is near 
the coal fields of Pennsylvania, where cheap fuel can be 
obtained, and is on the shore of Lake Erie, where trans- 
portation, both by lake and canal, is available. It is also 
connected by trolley with a large city, where labor is 
plentiful, and is just outside of the city limits, where taxa- 
tion is never excessive. 

It might be mentioned here that the name given to the 
concern by the Messrs. Behrend—the Hammermill Paper 
Company—is the same as that of their paper making plants 
in Germany, which were built in 1868 on the water powers 
on the estate of the late Prince Bismarck. Originally an 
iron producing mill, with a power hammer, was operated 
on this estate, and gave suggestion to the name. 

The buildings of this plant here are all large and com- 
modious, and have all been designed with the view of 
enlargement at any time, and in any department, without 
breaking the general architectural features. 

The site chosen for the buildings is on a level bluff a 
little back from the lake front. The system employed in 
the construction of the buildings follows the well-known 
quadrangular principle, the idea being to make the raw 
material follow the lines of this figure until it apears as 
finished product. In the centre of the quadrangle and fac- 
ing south is located the power plant, which in this case 
consists of an engine room, boiler room, purifying room 
and coal sheds. 

THE ENGINE AND BOILER ROOMS. 


The engine room is 77x55 feet, and contains a 2,200 
horse power engine, from which 1,500 horse power is 
conveyed” by “trope transmission to thé paper Making de- 
partment, while 500 horse power is conveyed in an oppo- 
site direction to the acid department of the works. A 
Cross oil filter of 30 gallons capacity is also one of the 
appliances of the engine room. The engine was built by 
the E. P. Allis Manufacturing Company, of Milwaukee, 
Wis. 

The boiler room, 129x45 feet, is equipped with a battery 
of water tube boilers, five in number, and ‘built by the 
Edgemoor Iron Works Company. One of these boilers 
receives its fuel supply from the wood department through 
pipes under the force of a Sturtevant blast. The fuel for 
the others is received from the coal sheds adjoining. 


THE PURIFYING ROOM. 


The purifying room at this plant is novel and is designed 
to do away with the formation. of any scale in the boilers. 
It is the invention of Mr. Behrend, and has been intro- 
duced with success. Lake water as it comes from the 
filtering basin was first analyzed and its constituents 
ascertained. Then the proper chemicals for neutralization 
were determined upon, and an apparatus was constructed 
for the automatic introduction of a sufficient amount of 
them to a given quantity of water. All this is seen 
working in this room and is quite a unique and economical 
feature. The steel smokestack is 10 feet in diameter and 
180 feet high. 

THE WOOD DEPARTMENT. 

About 8,000 cords of spruce wood are already piled up 
along the various switches and tracks near the buildings, 
and as fast as it is needed the wood is loaded on trucks, 
which are moved to-the edge of the wood room. This 
building, 111x65 feet in size, is fitted along its eastern 
side with one large circular saw, six barkers and a chipper. 


The wood as it enters the room is conveyed in a large 
trough-shaped carrier with spikes set in a movable belt. 
The logs are carried three abreast, and when clamped are 


passed against the saw and cut into 24 inch lengths. These 
pieces pass into another carrier and are forwarded to the 
barkers. Each barker is fitted with an auxiliary arm, to 
aid the operator in turning the wood against the bark- 


ing knives. When barked the log is then passed to the 
splitter—if the pieces exceed 12 inches in diameter. The 
next operation is chipping. The blocks of wood are fed 
into the chipper, where the knife is set to cut _ three- 
fourths of an inch in depth. The chips fall into a con- 
veyor and are then carried to a crusher, by means. of 


which the knots aredisplaced and the chips art made of 
more uniform size. They are then carried to circular 
revolving sereens 8 feet in diameter and 20 feet dong, 
which grade them to size preparatory to their being car- 


ried by a blast to bins in the second story of the digester 
room, immediately above the digesters. Through trap 
openings they are then fed into the digesters as re- 
quired. 

THE ACID ROOM. 

The acid building is nearly alongside the wood room, 
and is almost of the same size, 103x74 feet. It contains 
nine sulphur burners, six along one side and three on the 
opposite side. These burners are operated as three dis- 
tinct sets, and as the sulphurous acid is produced it passes 
through pipes into the intervening space, between the acid 
and wood buildings. . The pipes in this space are made to 
pass through tanks, and are kept submerged in running 
water for cooling purposes. When cooled sufficiently the 
acithis then passed into the tanks and from these into the 
absorption room. This latter room is filled with a series 
of vats, one above the other, three in each row, and each 
containing lime. By this system no acid is lost, and the 
agitators employed keep the lime from settling. When 
the acid is made it is pumped up into the storage tanks 
above the digesters and fed to them by gravity, each of the 
three systems having its own pumps. 

THE DIGESTER ROOM. 

The digester room is 183x74 feet in size, and contains 
six large digesters, each 40 feet long and to feet in diam- 
eter. The digesters have double shells, and are lined by 
a precipitate from the bisulphite of lime as they are used. 
The precipitate adheres to the iron shell as the digesters 
revolve and forms an acid resisting lining. These hori- 
zontal digesters are placed upon raised brickwork and rest 
upon circular trunnions. These trunnions allow each 
digester to be easily revolved by its electric motor as the 
process of cooking proceeds. When the wood chips and 
bisulphite of lime are admitted steam is turned on and the 
wood is converted into fibre in from fifteen to forty hours, 
depending upon the quality of fibre desired. When the 
wood is sufficiently cooked the acid is drawn off and hot 
water is introduced, while the revolving acfion is con- 
tinued. The manholes are then opened and the digesters 
freed of their contents and ready for another charge of 
chips. The cooked fibre is next drained and carried into 
a general reservoir and carried therefrom by bucket con- 
veyor to the six stuff chests in the second story of the 
washing and bleaching building. 

THE RIFFLER ROOM. 

The second story of the washing and bleaching depart- 
ment is called the riffler goom.>4A contrivahee of*Mr. Beh* 
rend for the complete separation of the fibre is set at the 
head of this room. Through this separating device all fibre 
passes before it reaches the rifflers below. These rifflers 
represent a series of settling and overflowing boxes, the 
contents of one overflowing into the other, until at the lower 
level all heavy particles have been precipitated and the fibre 
is perfectly clean. After the manipulation of the fibre in 
these rifflers it passes through revolving screens before go- 
ing to the next operation. Underneath the riffler room is 
the washing and bleaching room, which contains four large 
porcelain lined tanks with revolving agitators and six large 
Gotham screens. A small room adjoining the bleach is set 
apart for mixing solutions. The solution is then passed 
through a filter preparatory to its use in the tanks. When 
the fibre is bleached it goes to the wet machines. Two 
large Fourdrinier wet machines are employed, which leave 
the fibre in rolls somewhat similar to news paper when 
shipped. 

THE KOLLERGANGS, BEATERS AND MACHINES. 

The room adjoining the beating room is fitted with seven 
large kollergangs, which serve the purpose of reducing re- 
fractory stock before it enters the beating enginés. 

The beater room (144x65 feet) contains ten beating en- 
gines of the ordinary form and type, and from this room 
the stock passes into tanks below, and from them is pumped 
to the machine room, This room is 210x65 feet in size, and 
contains at present one 100 inch Fourdrinier machine with 
24 foot dryers and one Yankee machine with one dryer 10 
feet in diameter, and on which sulphite tissue is being 
made at present. 

From this room the paper is taken to a finishing room 
(145x65 feet), which is equipped with three supercalenders 
and several cutters. 
and loaded into cars for shipment. 

THE MILL’S WATER SUPPLY. 

The water supply for the plant is obtained from the lake, 
and is very complete in detail. A large curb is sunk about 
300 feet from the pumping station on the shore. The pumps 


have a _ capacity of 5,000,000 gallons per day. 
Through the intake pipe the water is pumped into 
the filtering room above. This room is supplied 


with settling tanks, four. on each side; and has the 
Warren system of filtration. As the water is filtered it 
passes into a large well, and is then pumped to two towers 
surmounted by tanks. One of these is 90 feet high, and 
contains 55,000 gallons—this*supplies the paper making 
department and boilers—while the other is 60 feet high, and 
gives its contents to the sulphite department. 

The lighting of the plant is effected through the use of 
two large dynamos of 100 and 125 kilowats. Among the va- 


The paper is then properly bundled 4 


rious machinery builders and companies whose work has 
been purchased and utilized in the construction and equip- 
ment of this plant are the following named: The Berlin Iron 
Bridge Company, East Berlin, Conn.; New York Filter 
Manufacturing Company, New York; Westinghouse Ma- 
chine Company, Pittsburg, Pa.; Keystone Electric Com- 
pany, Erie, Pa.; Holyoke Machine Company, Holyoke, 
Mass. ; Dillon Machine Company, Lawrence, Mass. ; Goulds 
Manufacturing Company, Seneca Falls, N. Y.; the Moore 
& White Company, Philadelphia, Pa.; Burt Manufacturing 
Company, Akron, Ohio, and the Carthage Machine Com- 
pany, Carthage, N. Y. Upward of $1,000,000 has already 
been expended. 


OBITUARY. 


Francis Ross Lewrs. 

Francis Ross Lewis, paper manufacturer, died at his 
home, Flint, Mich., on December 17. Mr. Lewis was 
born in Cohoes, N. Y., December 4, 1846. After receiving 
a common school education he went to Chicago in 1868 
and engaged in the manufacture of moldings; was burned 
out in 1872 and moved to De Soto, Ia., and carried on 
a grain and lumber business until 1879, when he went to 
Flint, Mich. In March, 1879, he formed a partnership 
with Levi Dodge, under the firm name of Dodge & Lewis, 
and began the manufacture of straw boards. In 1880 he 
purchased his partner’s interest, and up to the time of his 
death continued the business alone. He also had a lumber 
yard and a flour and feed mill at Flint. Mr. Lewis had 
served in public life to some extent, being treasurer of 
school district, De Soto, Ind., from 1873 to 1879; city 
treasurer of De Soto from 1876 to 1879, and alderman, 
Flint, Mich., from 1889 to 1891. He was married at Co- 
hoes, N. Y., February 5, 1867, to Martha L. Straight, and 
she, with four children, survive him. 

Stanton Day. 

Stanton Day, who for many years was identified with 
the pulp trade, died at the Memorial Hospital, Niagara 
Falls, N. Y., om Tuesday, December 26, 1899, death being 
due to typhoid fever, which attacked him last November. 
The remains were taken to Boston and on Friday last were 
interred in Walnut Hill Cemetery, Brookline, Mass. Mr. 
Day was born in Downersville, Cal., thirty-eight years 
ago, and received his education at Harvard, being a memiy 
‘herd Pthé’class df 1883.” In his early career he was for a 
time a member of the staff of the Boston Globe, following 
which he practiced law for a few years. Later he became 
president of the Moosehead Pulp and Paper Company, 
and after the failure of that concern joined forces with 
the Sault Ste. Marie Pulp and Paper Company, Sault Ste. 
Marie, Canada, but at the time of his death was connected 
with the French-Hickman Company, which was building 
a mill for the manufacture of flax fibre at Niagara Falls. 
He was a man of worth and integrity and had a very large 
circle of friends. He was unmarried and is survived by his 
mother. 





Epwarp A. Arms. 


Edward A. Arms, formerly of the paper manufacturing 
firm of Moore, Arms & Thompson, now the Moore & 
Thompson Paper Company, Bellows Falls, Vt., died at the 
Adams House, Boston, Monday, January 1. Mr. Arms re- 
tired from the paper business some ten years ago, and later 
became interested in milling, he having a flour mill at Kan- 
sas City. He had been in poor health for some time past, 
and with the hope of recuperation took a trip to Jamaica. 
On the return vOyage severe storms and heavy seas were 
encountered, which proved quite serious to him, and upon 
his reaching Boston on Christmas Day was taken to the 
Adams House, where he died. He leaves a widow and 
daughter, who were with him durifig his illness at the hotel. 
The remains were placed in a casket and shipped to Bellows 
Falls, Tuesday, where the funeral was held. Mr, Arms was 
fifty-six years of age. 

L E. Trone. 


J. E. Trone, connected in a prominent capacity with the 
Stilwell-Bierce & Smith-Vaile Company, Dayton, Ohio, for 
many: years, was asphyxiated at his home last week. He 


‘seturned home from the office at noon and complained of 


being ill. He felt that after a sound sleep he would re- 
cover. In some manner the gas was turned on in a small 
base burner and not lighted, or the flame was extinguished 
by the wing, The latter supposition is the accepted one, as 
the stovepipe was disjointed. The deceased was a son-in- 
law of M. L. Dody, paper mandfacturer, of Miamisburg, 
Ohio. 
Joun I. Harrman. 


John I. Hartman, president of the Laneaster Trust Com- 
pany, Lancaster, Pa., died of Bright’s disease recently at 
his home in the place named. He was in the sixty-ninth 
year of his age. He was largely engaged in the grocery 
business, but at one time was one of the proprietors of the 
Printers’ Paper Mill, located on the banks of the Conestoga 
Creek, near Eden, Pa. A widow ard seven children sur- 
vive him. 
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NOT AS AN EXPERIMENT 


Are the leading manufactories, paper mills and wood pulp mills throughout the United States and Canada using the 
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C Stilwell-Bierce & Smith-Vaile Co.) Locations 
© 
FOR 
MANUFACTURERS OF SMITH-VAILE... : 
a2 

MAIN OFFICE ’ 

AND FACTORIES: wd 

4 The name of the Chicago, Milwaukee and St. 

DAYTON Paul Railway has long been identified with prac- 
? tical measures for the general upbuilding of its 

territory and the promotion of its commerce; 

OHIO hence manufacturers have an assurance that they 

7 will find themselves at home on the company's 
lines. 

U. S. A. Paper mills located or now locating in Wis- 
consin and elsewhere in the territory of the Chi- 
cago, Milwaukee and St. Paul Railway are able 
Design ed especially for os stuff; also adapted to command the Western trade on account of the 
‘ advantage of proximity to raw material and mar- 
for boiler feeding, house suppl y and general service. ket, central location and transportation facilities. 
Some great water powers on the Wisconsin 

PHILADELPHIA: P. B. Fenlon, Agt., 612 Arch St. River can still be secured by paper makers. (Wis- 

BOSTON: 51 Oliver St. consin River water is excellent for paper making, 
2 and the water is sure.) Pine and poplar exist on 
NEW YORK : 4l Broadway. the line in immense quantities. There is also con- 
siderable spruce at hand, and a great supply 
within easy reach. Wood pulp mills can be lo- 
cated at good points, while for sulphite pulp 
plants the ~reat resources of hemlock along this 
Railway are well known. The company has all its 
territory districted in relation to resources, and 
seeks to secure manufacturing plants at the right 
location, where the raw material, power, fuel, mar- 
kets and surroundings will insure their permanent 
success. Paper makers contemplating the erection 
of new plants in the West (confidential inquiries 
are treated as such) can be furnished with relia- 
ble information. Address 
LUIS JACKSON, 
Industrial Commissioner, C., M. & St. P. R’y, 
425 Old Colony Building, Chicago, Ll. 
WILH. MUNDS 
BuesT is THE OS B4Y=EST. dike DRESDEN, GERMANY. 
Representative for Nineteen Factories. 
«LINEN LEDGER AND RECORD” papers for Blank Books Central Office for the Sale of 
«ALL LINEN” papers for Typewriting, Correspondence, Etc. SULPHITE, PU LPS 
«BOND AND PARCHMENT” papers for Policies, Deeds, Etc. | SULPHATE AND SODA 
«« GENUINE HAND-MADE * papers for Drawing, Water Color bleached and unbleached, in all qualities 
Painting, Editions de Luxe, Etc., Etc. and all processes 
for ’ Specialty: The Most Strong Fibrous Qualities 
- i BROWN PA PER CO (MITSCHERLICH PROCESS.) 
Ss | 
ASS. A: 
ADAMS, M » Ue B. | _Sraaw Putr--Finss-Ciass BLEACHED PuLp—First-CLass BLEACHED 
| WESTERN P PAP PR STO "K (O) 
For Heads of 3 Feet to 2000 Feet. 
Recent tests at Holyoke enable us to guarantee: The largest power ever obtained from a Wheel of 
the same diameter. The highest speed ever obtained for the same power. The eee mean Sark 
when running from half to full gate. We guarantee also: A runner of the greatest possible s. | 


A gate unequaled in quickness and ease of opening and closing. 


*pesioxe ax aparre> 70, PAPER #@PULP MILL PLANTS. | 


Tests Show Over 81 Per Cent. Average Efficiency for HALF to FULL Water. 


~commepeatc™ JAMES LEFFEL & GO., Springfield, io, U.S.A. 


WOOD BARKER 


This Wood Barker is built from the latest and heaviest designs, and 
constructed in the most substantial manner, from first-class material, and 


of the best workmanship. 
These machines are made both right and left handed, and to discharge 
horizontal or at an angle, and are provided with one set of steel-plated 


knives and driving pulley. 
The International Paper Company have 17 of these Barkers in opera- 


ation at their mills. 
Manufactured by 


THE SANDY HILL IRON AND BRASS WORKS, 


SANDY HILL, NEW YORK. 
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ANSWERS TO 
CORRESPONDENTS. 


-» BY... 
JAMES F. HOBART, M. E. 





Members of the trade, in all its branches, 
invited to ask questions, answers to 
which will be orieies in this column. 
Always give name and address with ques- 
tions, not for publication, but for use in 
case itis necessary to write for further 
particulars. 


(180) H. K. L., Erie, Pa. 

Question.—I have been troubled a good 
deal with water wheel steps burning out. 
In some cases it seems impossible to keep 
them wet, and they soon let go. ‘Is there 
any sure method whereby a step in a draft 
tube can be kept wet at all times when the 
wheel is running? 

Answer.—It is not usual for a draft tube 
step to give trouble, but some of them do, 
and are very obstinate about it, too. 
Usually a cure may be had by boring a 
hole through the centre of the step and 
piping said hole to the flume or penstock 
above the wheel, so that the head of water 
has a tendency to force the fluid at all 
times into the step and around it between 
its surface and that of the conical casting. 
Sometimes even this treatment fails to 
effect a cure, and then it is necessary to 
use the “complete and sure cure” that the 
querist asks for. It is very simple. All 
that is necessary is to connect a small 
power pump with the pipe already de- 
scribed, and a stream of water will at all 
times be forced between the wooden and 
iron portions of the step. This remedy 
never fails as long as the pump throws 
water. ; 


(181) P. P. P., Groveton, N. H. 
Question.—What actually happens when 






The 
“Hamilton” 
Felt 


** Best and Most Economical Made.” 


Buying 


A CHEAP felt is Suectionatie 
compemap. The lack of durability 
makes it an expensive purchase, 
not to ment'on the many annoy- 
ances and risks incident to run- 
ning such a felt. The “ Hamilton” 
is a reliable felt, and its price is 
reasonable too. 


ln ordering, mention kind of stock used, lity 
of paper made a: nd speed of a 


SHULER & BENNINGHOFEN 
HAMILTON, OHIO 


WOOLWORTH & GRAHAM, 
PAPER 


MANUFACTURERS AND DEALERS. 








Importers of Paper Makers’ Materials. 
Eapert Agents for 
American Paper Manufacturers. 


440 PEARL STREET 
NEW YORK. 


WE MAKE = HANDLING 


SHAVINGS DUST 
A SPECIALTY 
ESTIMATES FREE 





a fire is set by the electrical current? Oth- 
erwise, how is it done? 

Answer.—In one of two ways: Either 
the circuit is overloaded so that the wire 
becomes hot and thus ignites adjacent 
substances, or an arc is caused by the 
breaking of a wire, and the flame sets on 
fire what it touches. 

(182) H. H. & G. 1., Castletown, N. Y. 

Question.—What is the safe load for a 
cast iron boiler head of the following di- 
mensions: Head is flat, 30 inches in diam- 
eter, 2% inches thick, with 5 inch hole in 
centre: the flange of head is 1% inches 
thick and riveted to the dome shell with 
forty-four three-quarter inch rivets, which 
leaves 1% inches of iron between them. 


Answer.—There is a rule for calculating 
the pressure which may be put upon any 
part of a steam boiler, but it is the practice 
of the best boiler inspection company in the 
United States to refuse altogether any 
boiler which has cast iron in its construc- 
tion. It has been demonstrated that cast 
iron is not reliable for boiler use, either in 
heads, domes, or even in manhole castings. 
although it is still used for that purpose to 
a certain extent. But for dome heads cast 
iron should never be accepted. This dome 
head in particular seems to be particularly 
bad, as it is thin and flat. If the head had 
been dished to a circle of 30 inches in diam- 
eter it would have been much stronger than 
it is now. The strength of the riveting is 
probably ample, as it only has to sustain the 
pressure on a 30 inch circular surface, and 
that pressure, divided among the forty-four 
spaces, each 1% inches by 1% inches, does 
not put a very heavy strain on each square 
inch of cast iron cross section. It is be- 
cause of the non-reliability of cast iron un- 
der pressure that objection is made for its 
use in steam boilers, to the extent that the 
dome in question should not be used except 
in a heating boiler under 15 pounds pressure 
per square inch, and even then the use of 
cast iron in the dome should be done under 
protest. 


ble. 





that is Non-Corrodible, 


(183) Geo. W. W., Boston, Mass. 

Question.—If there are any recent works 
on American methods of paper and pulp 
making, will you kindly name such works? 

Answer.—Except the revised edition of 
“Hoffman's Treatise on Paper Making,” the 
American edition of which is temporarily 
suspended in publication, owing to business 
troubles, there has to my knowledge been 
no work in the line mentioned since the 
issue of “The Chemistry of Paper Making,” 
a few years since. Hoffman's, although it 
treats to a certain extent of American 
practice, is still far from up to date in 
even the ordinary practice of the present 
day. In fact, it is more of a compilation of 
German methods, and of course the con- 
ditions which prevail in that country make 
much of their standard work unavailable for 
American use. In fact, there is no work in 
print which treats of American paper mak- 
ing practice which is within five years of 
being up to date. 


(184) John Hutchison, Bolshoe, Orde- 
ceuka House, Shutehkoff, Russia. 

Question.—Whert can I obtain ma- 
chinery for making paper and pulp from 
the stalks of the cotton plant? 

Answer.—Will any reader of Tue PArErR 
Trapt Journat who has the knowledge 
required kindly communicate with the 
querist? 


(185) M. H. G., Hamilton, Ont. 


Question.—When an electric generator 
is driven by a steam engine or water wheel 
it is supposed that the energy imparted to 
or put into the machine is in some way 
transformed into electrical energy, but I 
do not understand how this is done. What 
hecomes of the power of the prime mover? 
It seems that nothing is done excert to 
whirl a bundle of wires around inside an- 
other bundle or coil, and T do not see how 
the power or energy is used up. Of course 
it is understood that nearly 95 ner cent. of 
the energy delivered tc the machine is 
given out again in the form of electric ten- 
sion, but what I want to know is how is 
the power used up. 


A MICA SEATED VALVE 


Non-Adhesive, Im 
Simplest Construction. Most 
More Accessible to Sudden Fire. 


The most effective distributer of water, 
whether used upright or pendent. ... . 


- For any information concerning Sprinkler Service apply to | 


Esty Sprinkler Co., 


netrable, Imperisha- 
nsitive to Heat. 


63 Mill Street, 
Laconia, N. H.,U S.A 


Answer.—The power is consumed in 
overcoming the attraction of the armature 
for the fields; or, as the querist puts it, of 
overcoming the attraction of one coil of 
wire for another. It is a well-known fact 
that two coils of wire through which 
current is passing become very strongly 
magnetic and have a certain attraction for 
each other. The dynamo or generator is so 
constructed that this attraction is always 
against the pull of the belt which drives 
the machine. In case of a motor the at- 
traction is so strong that it overcomes the 
resistance of the belt, and causes a contin- 
uous rotation of the armature as long as 
current is supplied. With the generator, 
then, the power of the prime mover is used 
up in overcoming the attraction of the two 
coils for each other, thereby keeping them 
in constant motion relative to each other. 
It is here that the double principle, so to 
speak. of the electrical generator comes into 
practice. The passage of electricity through 
the wires of the two coils causes lines of 
magnetism to pass from one coil to the 
other. and the very act of whirling one of 
the coils around so that the wires constantly 
pass through these lines of Magnetism is 
what carses electricity to he wenerated in 
the wires of the dynamo coils. . Thus one 
action feeds the other. The wires generate 
electricity when passing through the mag- 
netic lines of force, and the electricity thus 
generated causes the coils to becume and 
remain magnetic. It is. then. the dragging 
of the wires of a coil through a body of 
magnetism that consumes the power of en- 
gine or water wheel. 


(186) B. H. Lee, Mass. 
Ouestion—Can snruce ard hemlock 
chips be cocked together with good results? 
Arswer.—Yes: but it is preferable to 
cook them separately. The concerns using 
both woods usually cook one wood a while 


they ghange to the other. 
THE ESTY AUTOMATIC SPRINKLER 


| Universally Approved and Accepted by 
Underwriters Throughout the United States. 
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DILLON MACHINE COMPANY. 


MANUFACTURERS OF 


DILLON’S IMPROVED PAPER MILL MACHINERY, 


Calender Feeds, Regulators, Paper Cutters, Jordan Engines, Beating Engine: , 
Stuff Chests, Single, Double and Triple Power Pumps, 


LAWRENCE, MASS. 
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THE BAGLEY & SEWALL CO., 


WATERTOWN, NEW YORK, U. S. A., 
BUILDERS OF 


Pulp and Paper Making Machinery. 


SHFHFHHHHH HEHE tet ed sos 44446444444 4444444444444 4444464 














January 4, 1900. 


THE PAPER TRADE JOURNAL 


> HELLER & MERZ C0. 


i BD American Ultramarine 
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NEW YORK CITY 
xcomeat | ANILINE COLORS 
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Rice, Barron & Fates Macuve AND Leow Co, 


WoRCESTHR, & 'MASS., 


PAPER MACHINERY, 


HILL'S PATENT SQUARE AND DIAGONAL CUTTERS, There is no other wood so well udapted for the 
no 80 
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Rag Cutters, Regulators, E 
HYDRAULIC PRESSES, FROM 5 TO 14 Gm PISTON, THE A. T. STEARNS LUMBER CO., BOSTON, 





YOU WILL ADMIT. 


CLING-SURFACE 


WILL. STOP ABSOLUTELY ALL BELTS 
FROM SLIPPING AND ALLOW THEM TO 
RUN FREE FROM TENSION (LOOSELY): 
« AND, WHAT IS MORE, CLING-SURFACE 
Ps IS A PERFECT BELT PRESERVATIVE, 
MAKING AND KEEPING THEM SOFT AND 

PLIABLE AND WATERPROOF. 


YOU CAN AFFORD TO ASK US FOR 
MORE PROOF OF THIS. 


CLING-SURFACE MFG. CO. 


Boston Branch, 170 Summer St. 186-192 VIRGINIA STREET 
Chicago Branch, 225 Dearborn St. F N. Y. 
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OUR FOREIGN TRADE. 


Treasury Statistics Concerning Imports and Exports of 
Paper, Paper Stock, Manufactures of Paper, 
Wood Pulp and Chemicals. 


(sPeciaL CORRESPONDENCE OF THE PAPER TRADE JOURNAL. ] 
WaAshiInGToN, D, C. December 30, 1809, 
Chief O. P. Austin, of the Bureau of Statistics of the 
Treasury Department, has just issued his monthly Sum- 
mary of Commerce and Finance for November, and for 
the eleven months ended with November. It contains these 
Statistics of interest to the paper trade and industry: 


Imports. 
Books, Free.—November, 1808, $208,435; 1800, $290,393; 


eleven months ending November, 1898, $1,465,917; 1890, 
$1,760,022. 
Books, Dutiable—November, 1808, $160,164; 1890, 


$151,836; eleven months ending November, 1808, $1,234,- 
143; 1800, $1,335,090. 

Paper and Manufactures of Paper.—November, 1808, 
$310,997; 1800, $395,667; eleven months ending November, 
1898, $2,781,473; 1890, $3,277,548. From the United King- 
dom, November, 1898, $45,586; 1800, $37,017; eleven 
months ending November, 1898, $664,890; 1809, $538,670. 
From Belgium, November, 1808, $4,311; 1800, $4,047; 
eleven months ending November, 1808, $48,646; 1890, 
$74,404. From France, November, 1808, $21,248; 1890, 
$28,942; eleven months ending November, 1898, $234,830; 
1899, $286,826. From Germany, November, 1808, $209,080; 
1899, $298,126; eleven months ending November, 1808, 
$1,564,488; 18009, $2,027,711. From other European 
countries, November, 1808, $8,200; 1800, $7,474; eleven 
months ending November, 1808, $62,689; 1800, $106,422. 
From Japan, November, 1808, $18,291; 1899, $13,604; 
eleven months ending November, 1898, $188,408; 1890, 
$200,606. From all other countries, November, 1808, 
$4,281; 1800, $5,467: eleven months ending November, 
1898, $35,522; 1800, $42,900. 

Wood Pulp.—November, 1898, 3,027 tons, $52,845; 1800, 
7.585 tons, $202,106; eleven months ending November, 1808, 
31,403 tons, $628,342; 1809, 42,612 tons, $1,004,573. From 
Germany, November, 1898, 30 tons, $1,866; 1899, 432 tons, 
$18,129; eleven months ending November, 1808, 1,372 tons, 
$56,585; 1899, 1,522 tons, $75,653. From other European 
countries, November, 1898, 280 tons, $11,520; 1899, 1,008 
tons, $42,280; eleven months ending November, 1898, 3.705 
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tons, $161,031; 1899, 6,147 tons, $240,138. From British 
North America, November, 1808, 2,715 tons, $39,384; 1899, 
6,055 tons, $141,697; eleven months ending November, 1808, 
26,065 tons, $407,734; 1800, 34,043 tons, $688,782. 

Rags Other Than Woolen.—November, 1898, $2,907,690 
pounds, $50,950; 1800, 7,634,463 pounds, $109,511; eleven 
months ending November, 1898, 49,425,174 pounds, $693,783 ; 
1899, 3,982,466 pounds, $824,858. 

All Other Paper Stock.—November, 1898, $159,670 ; 18909, 
$186,471 ; eleven months ending November, 1898, $1,950,204 ; 
1890, $1,559,424. 

Brimstone.—November, 1898, 10,316 tons, $196,637; 1899, 
9,442 tons, $166,889; eleven months ending November, 1898, 
152,903 tons, $2,956,860; 1800, 132,513 tons, $2,292,812. 

Bleaching Powder.—November, 1898, 10,043,001 pounds, 
$109,136; 18909, 12,092,774 pounds, $123,650; eleven months 
ending November, 1808, 99,067,872 pounds, $1,129,745; 1899, 
111,039,636 pounds, $1,076,625. 

Caustic Soda.—November, 1898, 1,620,264 pounds, $22,- 
678; 1800, 703,072 pounds, $11,337; eleven months ending 
November, 1808, 22,685,514 pounds, $325,211; 1899, 12,503,- 
145 pounds, $174,064. 

Soda Ash.—November, 1808, 4,300,724 pounds, $28,281; 
1890, 7,904,634 pounds, $64,572; eleven months ending 
November, 1808, 62,827,732 pounds, $391,351; 18909, 40,- 
533.537 pounds, $323,141. 


Exports. 


Books, Maps, Engravings and Other Printed Matter.— 
November, 1808, $264,024; 1800, $260,671; eleven months 
ending November, 1808, $2,166,745; 1800, $2,470,611. 

Paper Hangings.—November, 1898, $8,275; 1800, $7,587; 
eleven months ending November, 1898, $166,811; 18009, 
$114,784. . 

Printing Paper.—November, 1808, 7,853,858 pounds, 
$186,852; 1890, 6,966,338 pounds, $160,068; eleven months 
ending November, 1898, 102,061,357 pounds, $2,459,752; 
1899, 85,787,783 pounds, $2,109,060. 

Paper, All Other Kinds.—November, 1898, $180,950; 
1890, $228,669; eleven months ending November, 1808, 
$2,382,508; 1809, $2,627,912. 

Paper and Manufactures of, Total—November, 1808, 
$300,179; 1800, $445,752: eleven months ending November, 
1898, $5,142,066; 1899, $5,111,377. 

Writing Paper and Envelopes.—November, 1898, $14,- 
102; 1890, $49,428; eleven months ending November, 1808, 
$130,905; 18909, $250,612. 

Wood Pulp.—November, 1808, 2,684,601 pounds, $44,- 
730; 1899, 1,108,007 pounds, $20,730; eleven months end- 
ing November, 1808, 54.597.569 pounds, $537,052; 1809, 
39,804,683 pounds, $590,777 


WE MANUFACTURE THE GOTHAM SCREEN, 


CENTRIFUGAL PUMPS end 


SCREEN PLATES. 


New CORPORATIONS. 


Granite State News Publishing Company, Wolfeboro, 
-N. H. Capital stock, $4,000. 

Success Printing Company, Chicago. 
lishing. Capital stock, $1,000. 

Moore Printing and Publishing Company, Denver, 
Col. Capital stock, $25,000. Directors: H. H. Moore, W. 
J. Thomas and S. J. Shirley. 

Breeze Printing Company, Taylorville, Ill. Capital 
stock, $4,000. Incorporators: A. T. Kenny, L. G. Grundy 
and F. Reed, all of Taylorville. 

Chronicle Publishing Company, Anaconda, Mon. 
Capital stock, $12,000. Incorporators: George Cox, W. 
S. Hartman and W. S. Davidson, all of Boseman. 

The Sullivan Printing Works Company, Cincinnati. 
Capital stock, $100,000. Incorporators: J. Sullivan, M. 
Sullivan, W. T. Sullivan, J. E. Sullivan and R. J. Sul- 
livan, 

Webster Times Company, Kittery, Me. Capital stock, 
$20,000. Incorporators: E. S. Hall, R. Litchfield and P. 
S. Maher, all of Boston, Mass., and F. E. Rowell, of 
Kittery. 

Wayne Publishing Company, Detroit, Mich. Capital 
stock, $10,000. Stockholders: Charles F. Berry, 500 
shares: Charles S. Hotchkiss, 490 shares, and Ernest W. 
Hotchkiss, to shares. 

Syracuse Wall Paper Company, Syracuse, N. Y., to 
manufacture wall paper. Capital stock, $50,000. Incor- 
porators: M. P. Moses, J. R. Nachant and N. Peters, Jr.. 
all of Syracuse, N. Y. 

American Fibre Company, 
turing in wood, metal, paper and fibre. Capital stock, 
$2,500. Incorporators: E. T. Wray, A. H. Brown and 
H. L. Kraft, all of Chicago. 

Trautmann, Bailéy & Blampey, lithographers, Ridge- 
wood, N. J. Capital stock, $100,000. Incorporators: R. 
Trautman and G. S. Blampey, of New York, and H. P 
Bailey, of East Orange, N. J. 

Lohman Lithographing Company, Richmond, Va., to 
carry on the business of lithographing as well as printing, 
engraving and other kindred branches. The capital stock 
shall not be less than, $5,000, nor over $25,000. The offi- 
cers are: Joseph B. Montgomery, president; O. E. Loh- 
man, secretary and treasurer, with J. B. Montgomery. 
O. E. Lohman, E. H. Clowes, Joseph P. Solari and J. W 


Lockwood, Jr., as directors. 


Printing and pub- 
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AMERICAN SULPHITE PuLP COMPANY. 


so.e owners or THE RUSSELL CEMENT PATENT LINING ror sutpuite picesters. 


The only absolute protection to the shell of the digester, and covers every description of continuous acid-proof lining in use; it is easily and cheaply 
applied, and when applied to a well-constructed digester, it will with proper care last indefinitely, 

More than fifty digesters have been licensed by us to use this lining; many of them have been in constant use froin five to eight years, and are in 
perfect condition now, which cannot be said of any other lining in use. 

. The validity of the patent having been sustained by the United States Circuit Court of Appzals of the first district, all persons using the same without 
license from us will be prosecuted. The substituting of a substantial lining of sheet lead between the shell of the digester and the cement and brick facing is a 
very dangerous makeshift, as the lead will in time so deteriorate and crack, and allow the acid to get through to the shell and destroy it; this has been 
absolutely proved in more than one instance. We have recently removed the linings from digesters having a lead backing, and relined the same with 
the Russell lining; the condition of the shell when the lead lining was removed clearly shows the danger of using lead. 





The International Paper Company has taken out licenses for all its mills. 


Manufacturers of sulphite pulp and those intending to build sulphite mills should examine 
into the merits of the Russell cement lining and the absolute strength and breadth of its 


patent before negotiating for inferior and infringing linings. 
WE REFER YOU TO THE FOLLOWING PARTIES AND LETTERS: 


INTERNATIONAL PAPER CO., Lawrence Mill, Lawrence, Mass. 
MARINETTE & MENOMINEE PAPER CO., Marinette, Wis. 
RICHARDS PAPER CO., South Gardiner, Me. 
COMBINED LOCKS PAPER CO., Appleton, Wis. 
INTERNATIONAL PAPER CO., Fall Mountain Mill, Bellows Falls, Vt. 
MT. TOM SULPHITE PULP CO., Mt. Tom, Mass. 
PIEDMONT PULP & PAPER CO., Piedmont, W. Va, 
WILLAMETTE PULP & PAPER CO., Oregon City, Ore. 


ABSTRACT FROM LETTER OF WILLAMETTE PULP 
AND PAPER COMPANY. 


San Francisco, August 18, 1894. 


American Sulphite Pulp Co. 

How are your digesters working now? Were-point ours about 
once in three months, inspect each digester once in two weeks, 
and are very well pleesed with their seeming durability and their 
operation in every way, but, at the same time, after our experi- 
ence with bronze digesters, we are naturally a little apprehensive, 
and if there is any point ofdanger that has come up in your experi- 
ence that has not yet revealed itself tous, we would esteemit a favor 
if you would put us on our guard against any such difficulty. 
Our digesters, as you know, are made upright, of the inverted- 
champ igne-bottle type with hemispherical dome, and the circu- 
lation of the liquor in them is well-nigh perfect. We blow off at 
any pressure that happens and we have vet to see the slightest 
defect by reason of said blowing off About three months ago we 
tapped the lower space of our digester and found the lining at 
the tap-holes perfectly clean and dry, and unless something un- 
foresee occars to change our opinion we shall continue to feel 
pleased that we decided to use your lining. We have no objec- 
tion to your using our opinion in converting any ‘‘ Doubting 
Thomas "’ to whom you may wish to sell the right to use the 
lining. Yours truly, 

WILLAMETTE Putp & PAPER COMPANY. 
By W Pierce Johnson, General Manager. 


MARINETTE AND MENOMINEE PAPER CO. 


MARINETTE, WIs., July 24, 1899. 
American Sulphite Pulp Co., Boston, Mass. 

Gentlemen :—Yours of July 20 received, and in answer will 
state that up to the present time the lining Mr. Marston put on 
the last two pe, has been very satisfactory and has given 
us no trouble whatever. Yours very truly, 

MARINETTR & MENOMINEE PAPER Co, 


RICHARDS PAPER CO. 


Soutm GARDINER, MAINE, August 16, 1899. 
Mr. George W. Russell, President, Tremont Building, Boston. 
Dear Sir :— We have had the Russell digester linings in use for 
nearly ten years, and believe them to be the best in the market. 
Our digesters and linings are in excellent condition. 
Yours truly, 
HENRY RICHARDS, Agent. 


WEST VIRGINIA PULP & PAPER COMPANY. 
NEw YorRK, August 12, 1899. 
G. W, Russell, Esq., Pres. American Sulphite Pulp Co., Bos- 
ton, Mass. 

Dear Sir :—Replying to your favor of the 11th inst., it gives us 
pleasure to say that the Russell lining we have in use in all our 
digesters is giving every satisfaction, and we do not see how it 
can be improved upon. We do not see that there is any neces- 
sity for any lining next the shell other than the cement lining of 
your process. Very truly yours, 

WEST VIRGINIA PuLP & PAPER Co, 
Joun G. LUKE, 
Per A. K. L. 


WILLAMETTE PULP & PAPER COMPANY, 

San Francisco, Canirorntia, U. S. A., Sept. 20, 1897. 
American Sulphite Pulp Co., 85 Water St., Boston, Mass. 

Geutlemen :—Answering your favor of September 24, would 

say that our linings are working quite satisfactorily. We have 
had some few slight leaks due to the pointing becoming de- 
tached, but have fhad no difficulty in repairing the leaks, and 
they*have been very infrequent, and we regard the lining asa 


success. Yours truly, ; , 
Wm. PIERCE JonNSON, Vice-President. 


RUSSELL PAPER CO.. 

LAWRENCE, MAss., August 15, 1899. 
G. W. Russell, Pres. American Sulphile Pulp Co., Boston, Mass. 
Dear Sir :—In reply to your letter I beg to say that the Russell 
Cement Lining has been in constant use in this mill under my 
superintendence for nearly 10 years. Botn the linings and di- 
gesters are in excellent condition ; neither have given us any 

trouble since the linings were put in. Yours respectfully, 
FrepD’K M, Lipsey, Foreman, | 2 
Russel! Paper Co., Sulphite Mill, 


THE RIORDON PAPER MILLS, LIMITED. 
MERRITTON, ONT., August 15, 1899. 
American Sulphile Co., Boston, Mass. 

Gentlemen :—In reference to success of a cement and talc lining 
for digesters, I may say that we have used it for some years with en- 
tire satisfaction. It has always seemed to me that using a lead 
backing is a rather useless and perhaps dangerous practice. 

Yours truly, C. RIORDON. 





AMERICAN SULPHITE PULP CO., Tremont Building, Boston, Mass. 
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Another step in the improvement of THe Paper TRADE 
JourRNAL is taken in this week’s issue. The Table of 
Contents, which will appear in the first column of the 
editorial page of each weekly number, will be a great 
help not only to readers of the current issues, but to 
those who may wish to refer to back numbers for some 
article or news item they may desire to find. Without a 
table of contents the yaried articles and items in @ paper 
like THe Paper Trape Journal are little more than a 
jumble of raw material. With it the reader can speedily 
find what he wants 


Retrospect of a Notable Year. 


The year which has just closed will be long remembered 
as one of the red letter periods in the history of the paper 
trade, for 1809 was indeed notable. It was the successor 
of a series of years remarkable only for the steady 
progress made in the manufacturing branch of the trade 
and the equally steady downward progress of prices. On 
the other hand, it witnessed a coincident shortage of 
water, a scarcity of coal, a restricted production of the 
finished article, a wide and largely increased demand for 
product, a deficiency of raw materials, and, beyond all, as 
a result of these, a decided advance in the prices of all 
grades of paper, as well as in almost all materials which 
enter into its manufacture. 

The influences which prevailed during the last third of 
the year were never before in operation at the same time 
or to the same extent, and for this reason 1899 is unique 
so far as the paper industry is concerned. These forces 
have been at work not only in this country, but also in 
Great Britain, France and Germany, and as a result, the 
markets in those countries, which to some extent in or- 


. dinary years have responded to the needs the one to the 


other, this year have not been in a position either to help 
us or to receive help from us. 

The year opened with prices in ali grades low and only 
the usual demand in force. Then came the Spanish-Amer- 
ican War, and with largely increased circulation the call 
of the newspapers, for white paper not only took that por- 
tion of the product of the mills devoted to domestic trade, 
but demanded that that portion which was being offered in 
foreign markets be curtailed and used to satisfy the call 
from the home consumer. Home consumption grew very 
rapidly and during the continuance of the war the mills 
were pushed to their utmost to fill.orders. This condition 
of affairs was reflected in prices, which responded 
promptly, and much better figures were realized for 
product not under control of contracts. Then foilowed the 
Dreyfus trial, which interested and s.irred the entire civ- 
ilized world and which added a stimulus to the news 
market, not only in France, but in other countries. The 
Boer War followed, and this, together with other interna- 
tional affairs, created and maintained a large call for news- 
papers and consequently for news paper. 

While these various influences were direct in their ac- 
tion on the paper market, probably the most potent factor 
in advancing prices was the extreme and long continued 
drought. Early in the summer complaints as to low water 
were heard in the East. Soon the complaint came from 
other sections and finally it became general. Low waier 
prevailed in all paper making centres, and to a greater ex- 
tent than at any time in the last fourteen or fifteen years, 
although the West was not as severely taxed in this matter 
as was the East. This trouble not only curtailed the pro- 
duction of raw. material by preventing pulp makers from 
operating grinders, but it likewise hampered the paper mill 
owner, restricting his production very greatly. The in- 
fluence of low water was felt in all branches of the in- 
dustry. 

The news market caught the first rush of the rising tide 
and prices were pushed up, the year closing with paper sell- 
ing in the open market as high as 3 to 3% cents for lots 
not under contract. 

In the book paper department of the industry, while low 
water operated as in other grades, there was a special force 
at work. Soda fibre, the production of which has not kept 
pace with the increase in the production of book paper, be- 
came scarce, the capacity of the country being lessened by 
the entire suspension of one plant and the increased absorp- 
tion of product by the makers of soda fibre in the paper 
making departments of their own mills. The price, which 
had sagged down to 1.70 to 1.75 cents, responded to these 
conditions, and at the close ranged from 3 to 3% cents, 
while book paper itself rose in value at a rapid rate, super 
closing at 5% to 6% cents, with quolations subject to 
change without notice. 

One of the features of the year in the writing paper di 
vision was the formation of the’ American Writing Paper 
Company, a combination which acquired twenty-seven 
plants. The normal capacity of this company is about 300 
tons a day, but, owing to low water, its actual production 


‘ 


was reduced to about 265 tons a day and the production of 
the ‘outside’ mills was affected in about the same propor- 
tion. In the readjustment of values brough about by the 
restricted production and the increased demand, the higher 
grades of paper were scaled up from 114 to 2% cents a 
pound and the lower grades from 2 to 2% cents a pound, 
the year closing with the new prices maintained and the in- 
dications pointing to further advances. 

Manila papers followed the general course of the market, 
gaining in the twelvemonth from % to 1% cents a pound, 
according to grade, prices being continually revised and 
quotations not holding for any length of time. In the tis- 
sue grades advances were frequent and in some cases 
prices were very nearly doubled. 

The board situation was changed a number of times 
during the year. All board prices were advanced several 
times, showing gains of from $3 to $12 per ton, the market 
closing firm. In February the McEwan patent for the 
manufacture of news boards was sustained by the courts 
and later a company was organized to acquire it. In the 
closing months of the year there were schemes on foot to 
consolidate the news board and pulp board men in separate 
organizations, while yet another scheme had for its object 
the unifying of all board interests under the Park's pooling 
plan. None of these plans, however, have as yet beeu 
consummated, 

In the markets for raw materials there were upward 
movements in prices in almost all lines. Owing to the 
scarcity of pulp, old. papers showed the earliest and 
most rapid advances, values being bulled in the 
early dealings by the liberal buying of Western con- 
sumers, and in a short time the market was well 
cleaned up, there being at the close no increase in the 
visible stocks nor any weakness in values. Sulphite se- 
cured its share of the favors and the price advamced to 
2% cents as a minimum basis for contracts, going later to 
2% cents for domestic makes. Soda fibre, as already 
noted, advanced because of special influences operating in 
conjunction with those which affected other grades. 
Ropes and other jute and manila stocks also rose sharply, 
and late in the year rags showed a tendency to move in 
harmony with other stocks. The demand for chemicals 
was large, especially in the closing months, and makers 
were oversold well into 1900. 

During the year the Union Bag and Paper Company, com- 
prising the old company of a like name, the Consolidated 
S. O. S. Bag Company, the Van Nortwick paper and bag in- 
terests in the West and some paper mills in New York State, 
was organized. Shortly afterward the Continental Paper 
Bag Company, in which the International Paper Company 
is interested, was incorporated for the purpose of erecting 
a factory and manufacturing self-opening and other paper 
bags at Rumford Falls, Me. Prices in the paper bag line 
have been increased several times during the year, following 
in the wake of the advances made in manila papers. 

The modern tendency to industrial consolidation was 
manifested to quite a degree in the trade during the year. 
Besides the actual combinations which were made in the 
writing paper and paper bag lines, there were discussed 
similar action among the manufactiirers of book, surface 
coated and waxed papers, as well as in the news, pulp and 
straw board lines, but up to the end of the year none of 
these had become actual factors in the market. 


One noticeable feature, the result of the changed condi- 
tions in the trade, has been the bringing into active opera- 
tion of a number of idle mills. These are not confined to 
any one line, but:in nearly all grades there have been 
started up machines which had been long out of the market. 

The makers of paper making machinery have also been 
very busy, apd the last half of the year brought them a 
large supply of orders, mostly, of course, for the equipment 
of home mills, but a very fair proportion being placed by the 
paper manufacturers of other countries, Work in this line 
has been considerably handicapped by the difficulties ig the 
way of getting raw material, iron and steel being short in 
supply and high in price. 

All things considered, the American paper manufacturer 
will remember the year 1899 for the prices he paid and re- 
ceived, as well as for the buoyant condition of the entire 
market during the closing half of the twelvemonth. 











ae 


i 





January 4, 1900. 


THE PAPER TRADE JOURNAL 17 





TRADE PERSONALS. 


ALEXANDER.—Mrs. L. M. Alexander, Appleton, Wis., has 
given $2,500 for the building of a Methodist chapel at Fort 
Edwards, Wis. 

Benepicr.—S. A. Benedict, of Chicago, formerly of the 
Shattuck & Babcock Company, De Pere, ‘is said to be about 
to marry a charming young lady of Houghton, Mich. 

Benton.—F. H. Benton, of New Haven, Conn., general 
manager of the National Folding Box and Paper Com- 
pany, was a caller at the New York office of the company 
last week. 

Brapsurn.—Dwight H. Bradburn, who some time ago re- 
signed the superintendency of the Nonotuck Paper Com- 
pany Division of the American Writing Paper Company, 
Holyoke, Mass., is again in his old position. 

Brokaw.—N. H. Brokaw, president of the Falls Manu- 
facturing Company, who has been seriously ill, is now on 
the road to health, being able to attend to business at his 
office in Kaukauna for a few hours each day. 

Browninc.—F. W. Browning, general manager of the 
Uncas Paper Company, of Norwich, Conn., was again in 
town last week. The unsettled condition of the board mar- 
ket keeps Mr. Browning and his fellow manufacturers very 
uneasy these days. 

Byers.—H. D. Byers, of the Dayton Paper Novelty Com- 
pany, this week returned to Dayton, Ohio, from Wisconsin 
after a successful trip. 

Catvert.—T. C. Calvert, of Middletown, Ohio, has ac- 
cepied the position of manager of the Globe Mills, Elk- 
hart, Ind. f 

Curnton.—C. H. Clinton, manager of the new Hammer- 
mill Paper Company, Erie, Pa., was in town this week 
showing samples of the specialties produced by the new 
concern. These were pronounced by the local experts as 
being of the very best quality. 

Co..ier.—Frederick J. Collier, of the Agawamuck Paper 
Company, Philmont, N. Y., was conspicuous among the 
news board manufacturers who were in town last week. 

Davis.—President D. R. Davis, of the Dells Paper and 
Pulp Company, spent Christmas with rela.ives in his former 
home in Neenah, Wis. 

Dovce,—Superintendent O. W. Dodge, of the John Ed- 
wards Manufacturing Company, Port Edwards, Wis., was 
made the recipient of a number of handsome presents on 
Christmas by the men in the mill. The company presented 
each married man on its payroll with a Christmas turkey. 

Epwarps.—John R. Edwards, dealer in blank books, Bal- 
timore, Md., was in this marke. last week looking for sup- 
plies for his spring trade. 

Faunce.—W. H. Faunce is reported to have resigned his 
position with the Hollingsworth & Whitney Company. 

ForsytH.—John Forsyth has resigned the superintend- 
ency of the mill of the Plover Paper Company, Stevens 
Point, Wis. He has held the position since the starting of 
the mill six years ago. 

Fox.—George B. Fox, of the Friend & Fox Paper Com- 
pany, of Cincinnati, was in the city last week visiting the 
trade and calling on gelitical friends. 

FramBacn.—Col. H. A. Frambach, of Denver, Col., made 
a brief visit to his former home in Kaukauna, Wis., Christ- 
mas week. 

Gair.—Robert Gair has discontinued all active interest 
in the National Lace Paper and Specialty Company, 
Brooklyn, N. Y., having resigned as president and director 
of the company. 

Gerprick.—-W. A. Gerbrick, of the Wisconsin Tissue 
Paper Company, Appleton, Wis., has returned home after 
a vacation trip to New York, Philadelphia, Atlantic City, 
Washington and other Eastern cities. ,, 

Granam.—Ben Graham, of the Graham Paper Company, 
St. Louis, Mo., has built a palatial! home on Forest Park 
Boulevard, which he will occupy this winter. 

Gu1z.—Wesley Guie, superintendent and general man- 
ager of the Diamond Paper Mills, of Anderson, Ind., has 
been the guest of Miami Valley friends the past tortnight. 

Jounson.—A. D. Johnson, for some time assistant super- 
intendent of the mill of the Fox River Paper Company, Ap- 
pleton, Wis., has accepted the superintendency of the mill 
of the Plover Paper Company, Stevens Point, Wis., vice 
Mr. Forsyth, resigned. 

Kno_tMAN.—Wm. Knollman, of the Knollman Paper 
Company, St. Louis, Mo., has built a $15,000 residence on 
the site of his former residence on Dodier street. He ex- 
pects to occupy it about February 1. He also contemplates 
at any early date making some important additions. to his 
warehouses, which, on account of his increasing business, 
makes him somewhat of an expansionist. 

Lint,—-Joseph Line, formerly foreman of the G. H. Friend 
Paper and Tablet Company's plant at West Carrollton, has 
gone to Kansas on a visit. 


ne 


Meap.—Col. H. E. Mead, of the Mead Paper Company, 
has returned to Dayton, Ohio, from New York. 

Nasu.—Thomas E. Nash, of Centralia, Wis., is expected 
home this week from Hot Springs, Ark., where he has been 
taking the baths. His health, he writes, is much improved. 

Patren.—A. W. Patten, of Appleton, Wis., one of the 
oldest paper manufacturers in the Fox River Valley, who 
suffered a slight stroke of paralysis several months ago, is 
steadily improving, and is practically as well as ever, though 
he does not attend to business as continuously as before. 

Poiitarp.—J. L. Pollard, of the F. O. Sawyer Paper Com- 
pany, St. Louis, Mo., has been for several weeks in Pike 
County on a hunting expedition, as well as for the purpose 
of recuperating his health. He had some good sport, and 
is reported in good spirits. 

Pore.—Mrs. Pope, wife of H. H. Pope, of the Great 
Northern Paper Company, at Madison, Me., is visiting her 
father and brother in Appleton, Wis. 

Ryan.—W. H. Ryan, manager of the plant of the Kim- 
berly & Clark Company, at Quinnesec, Wis., spent the 
Christmas holidays with his parents in Appleton. 

Ryan.—W. H.* Ryan, a prominent paper box manufac- 
turer, of Allentown, Pa., was in this market last week 
looking over the metropolitan field for raw materials. 

Sawyer.—It is rumored that F. O. Sawyer, of the F. O. 
Sawyer Paper Company, St. Louis, Mo., will soon erect a 
fine home in the west end of the city. 

Spres.—President Spies, of the Marinette and Menominee 
Paper Company, Marinette, Wis., has been granted a leave 
of absence beginning on May 1 next. He will utilize it in 
visiting the Paris Exposition, &c. 

Van Nortwick.—J. S. Van Nortwick and family, of Ap- 
pleton, Wis., are now in Rome, where they expect to re- 
main for six weeks. The tone of Mr. Van Nortwick’s let- 
ters indicates that America is good enough for him. 

WASHBURN.—Frank Washburn, of Chicago, Iil., secre- 
tary and treasurer of the Union Bag and Paper Company, 
called last week on D. S. Walton, of D. S. Walton & Co., 
tne local selling agents of the company. 

Wicxinson.—Charles Wilkinson, formerly with Wil- 
kinson Brothers & Co., is now connected with Osborn & 
Wilson, 54 Franklin street, New York. Mr. Wilkinson is 
a “hustler” and his annual sales run up into fat figures. 

Woo.wortsu.—C. C. Woolworth, of the Fort Orange Pa- 
per Company, Castleton, N. Y., was one of the prominent 
news board manufacturers at the meeting held in this city 
last week. 


Reorganization of Harper & Brothers. 


The new departure in the management of the affairs of 
Harper & Brothers is said to be progressing very favor- 
ably. H. P. Berry, of the State Trust Company, who is 
attending to his company’s interests in the matter, states 
that the programme laid down for the financial and edi- 
torial supervision is working satisfactorily. Capt. E. T. 
Leigh, of the State Trust Company, is in charge of the 
receipis and payments. Alexander E. Orr, chairman; 
William A. Nash, Stephen Baker, William M. Laffan and 
Augustine J. Smith, representing nearly 50 per cent. of 
the claims against Harper & Brothers, have agreed to 
act as a committee to reorganize the affairs of the firm. 
Col. G. B. M. Harvey is concerning himself solely at 
present with the reforms which he suggested when he first 
took the presidency of the corporation. He is over- 
looking the editorial department and many of his ideas 
are already bearing fruit. Miss Elizabeth Jordan, who 
resigned editorial charge of the women’s section of the 
New York World, has joined the Harper forces in a 
similar capacity. 


Large Quantities of Paper Burned, 


The William Campbell Wall Paper Company’s factory, 
which covered half the block between Twenty-fourth and 
Twenty-fifth streets, New York, on the East River, was 
burned last Saturday night. The police estimate the loss on 
the building and machinery at $600,000 at least. It is esti- 
mated that 6,000,000 rolls of wall paper were destroyed. 

The J. W. Butler Paper Company and the Henry O. Shep- 
ard Printing Company, Chicago, Lll., were burned out De- 
cember 30. The loss to the former is estimated at $200,000 
and to the latter about $125,000. The loss on the buildings 
amounts to $250,000. It is believed all the losses were well 
protected by insurance. 


The New York “Herald ” Incorporated. 


The New York Herald Company was incorporated at 
Trenton, N. J., December 28, with a capital stock of 
$100,000. The incorporators are James Gordon Bennett, 
G. G. Howland, W. M. Jay, William C. Reick, E. S. 
Drone, Thomas H. Hamilton and R. W. Candler. Mr. 
Bennett owns 994 shares, and the other incorporators cne 
share each. The Herald Company’s charter permits it to 
publish all kinds of newspapers and magazines. 


HERE AND THERE. 


WELL-KNOWN dealer in writing and book papers 
in talking about Lockwood's Directory said: ‘It is 
a book which is in constant use in our office, and it would 
be of much greater service not only to us, but also to 
manufacturers if the latter would use more liberally the 
italic lines which are placed at the end of the statements 
of some mills, and which give details as to the product of 
that mill. We have located a number of orders by means 
of these italic- legends and could work more extensively 
in this way if the mill men would simply make known 
their regular and special goods in the way indicated.” 





“He was a wise man who foresaw the rise in price,” 
said a well-known importer of paper makers’ materials, 
“but he will be a much wiser man who will foresee the 
drop. Of course it will come, but when is the interesting 
point. I myself do not believe that it will be in a year.” 


Paper manufacturers have been admonished a number of 
times recently “not to kill the goose that lays the golden 
eggs.” By this is evidently meant: “Don’t charge us job- 
bers too much for paper just because you know we can't 
help ourselves.” To all such veiled threats the paper 
makers smile a knowing smile, as they recall the long 
years in which no mercy was shown them. 


Some of the newspaper publishers are taking advantage 
of the ruling high prices of paper to increase their subscrip- 
tion rates. For instance, out in Denver, Col., the publishers 
of four daily papers have made such advances, and the pub- 
lishers of Northern Indiana county papers have followed 
suit. It is said that the Chicago newspaper men were the 
first to start the movement for fatter subscription prices. 





Manufacturers and others seeking business should care- 
fully consider the following paragraph by Benjamin Wood: 
“Many an advertisement which apparently does uot sell a 
dollar’s worth of goods may do many a dollar’s worth of 
good, for it brings the customers nearer and nearer to the 
establishment, and the next advertisement may bring them 
in, “The last stroke makes the horseshoe;’ the others were 
merely preparatory.” 





Even the lawyers are getting some benefit from the 
activity in the paper and pulp trade. A leading lawyer of 
Maine says that lately he has been kept busy most of his 
time in looking up the titles to large and valuable timber 
and land properties. In about every case the men who 
own these lands are getting big prices for them and will 
get large returns on the money which they have invested 
in this class of property, the purchasers in all these cases 
being manufacturers of paper and pulp. 


A paper man had an order this week for seventy reams 
of heavy news which he tried to fill. After going the 
rounds he finally discovered the stock, but the price de- 
manded was 4% cents. This was too much of a good 
thing he thought. The holder of the paper, however, was 
anxious to help the unfortunate, so he said: “Now, if you 
would only wait till April I'll make you a good heavy 
grade for 4 cents.” The kindly disposition indicated by 
this remark was thoroughly appreciated by the man with 
the order. He, in turn, communicated it to his customer, 
asking him at the same time if he would please duplicate 
the pleasing disposition of the other man by waiting till 
April. His answer is withheld for obvious reasons. 


Timothy L. Woodruff, of Brooklyn, wants the nomination 
for Vice-President on the Republican ticket. To push his 
claims he has established a literary bureau, and that bureau 
has just put forth a document enumerating the reasons why 
the Lieutenant-Governor should have the nomination. Firs: 
in the list of reasons is “that he manufactures the finest 
grade of writing paper produced.in this country.”” No well- 
informed person will deny that the man who can do this 
is fully equal to all the requirements of the Vice-Presi- 
dential office; but, unfortunately for the argument,. Mr. 
Woodruff is in the book paper and not in the writing paper 
line. We don’t know that the making of writing paper 
constitutes a better qualification for high office than the 
making of book paper; but if it does, and Mr. Woodruff is 
ruled eut_on that ground, what is the matter with Governor 
Crane, of Massachusetts? But the truth is the paper trade 
can supply any number of gocd candidates. 


EDWIN BUTTERWORTH & CO., 
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News From Tue [IiLis. 


The Eureka Mill, Bridgeport, Pa., will shortly be started 
up under new management. 

M. L. Bassett & Co. have almost completed the addition 
to their paper mill at Dracut, Mass. 

David Salmon is at the head of a movement to establish 
a new pulp mill at Lock Haven, Pa. 

The addition to the N. A. Woodworth mill, 
don, Conn., is being rapidly completed. 

The Central Paper Company, Muskegon, Mich., has de- 
cided to double the capacity of its plant. 

The Crosby Mill, Marion, Ind., has been started up 
again and is running eighteen hours a day. 

The Frank Gilbert Paper Company, Waterford, N. Y., 
will hold its annual meeting on Monday, January 8. 

It is said that negotiations looking to the purchase and 
operation of the pulp mill at Chasm Falls, N. Y., are now 
in progress. 

The West End Pulp and Casket Company, of which Dr. 
F. E. Robinson is president, has just received a large 
order for pulp caskets. 

The name of the Alexandria Paper and Investment 
Company, Alexandria, Ind., has been changed to that of 
the Alexandria Paper Company. 

The Thilmany Pulp and Paper Mills, Appleton, Wis., has 
commenced running ingrain wall papers, with which i: sup- 
plies a number of Chicago and St. Louis houses each year. 

The Globe Paper Mill, Elkhart, Ind., has been purchased 
by J. W. Van Dyke, Lima, Ohio, for $18,000. The mill 
will be put in operation as soon as needed repairs are 
made. 


New Lon- 


The new sugar house of E. H. Cunningham & Co., 
Sugarland, Tex., was destroyed by fire December 26. The 
paper mill of the firm at the same place was not damaged 
at all. 

The Xenia Paper Mill, Xenia, Ohio, which was leased 
by Edward Hagar and associates, has been overhauled and 
placed in proper shape. It is now running on straw wrap- 
ping paper. 

The Imperial Paper Mills have placed with an American 
firm an additional order for grinders, wet machines and 
other machinery connected with the new paper and pulp 
mills at Sturgeon Falls, Ont. 
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The American Straw Board Company is building an 


egg case department to its Lima, Ohio, mill. The de- 
partment will contain ten machines, which are be:ng built 
by the Lima Locomotive and Machine Works. 


The Carthage Tissue Paper Company, Carthage, N. Y., 
has bought the South Edwards Pulp Company at Edwards, 
N. Y., on the Oswegatchie River, and will completely re- 
model the plant and will grind its own pulp hereafter, mak- 
ing about 15 tons per day. 

Mayor O. N. Nelson writes to the Omaha Bee regarding 
the establishment of paper mills in that State that “a 
straw board and paper mill would do well here on account 
of the number of industries that use large quantities of this 
material being already located here.” 

It is said that on the completion of the Mt. Airy and 
Eastern Railroad, the first section of which is now being 
built from Mt. Airy, N. C., to the headwaters of the Dan 
River, it is likely that a pulp mill will be among the manu- 
facturing establishments located at Mt. Airy. 


The Nekonegan Company, Oldtown, Me., has incor- 
porated and organized. It has a capital stock of $250,- 
ooo. The officers are: J. Fred Webster, president; Eben 
C. Webster, secretary and treasurer, and J. Fred Webster, 
Eben C. Webster and Alden P. Webster, directors. 


The new mill which will be built at Wilmington, Del., 
by the Jessup & Moore Paper Company will comprise 
four buildings, their dimensions being 76x200 feet, 64x200 
feet, 34xz00 feet and 68x186 feet. A boiler house 150x150 
feet is now being erected, as is also a new smokestack 125 
feet high. 

The Fordham (Ohio) mill, the property purchased from 
the Louis Snider’s Sons’ Paper Company by members of 
the G. H. Friend Paper and Tablet Company, who 
incorporated under the name of the Sterling Paper Com- 
pany, was started for the first time this week on machine 
finished book. The mill has been improved ma.erially and 
could not now be recognized as one of the Snider prop- 
erties. 

The Union Bag and Paper Company has begun excavat- 
ing for a new bag factory at Sandy Hill, N. Y. The 
structure will be about 60x150 feet, three stories and base- 
ment, and contain fifty bag machines on the upper floors, 
with storage below. The capacity of the Sandy Hill plant 
will be increased by this about two-thirds of the present 
output, or, in round numbers, 4,000,000 bags per day. 
The work of construction will be pushed as rapidly as pos- 
sible and completed, it is believed, by May 1. 





The annual meeting of stockholders of the Marinette and 
Menominee Paper Company, Marinette, Wis., was held 
last week. Officers and directors were elected as follows: 
A. Spies, president; C. A. Merryman, vice-president; F. A. 
Sillman, secretary and treasurer; Isaac Stephenson, Jesse 
Spaulding, S. M. Stephenson, I. K. Hamilton and Fred 
Carney, Jr. President Spies was granted several months’ 
leave of absence, commencing May 1 next, which he will 
employ in visiting the Paris Exposition and other places 
abroad. f 


The new plant of the Columbian Paper Company, at 
Bristol, Va., will comprise seven buildings, including an 
alkali and incinerator house, 100x132 feet; chipper house, 
40x100 feet; digester house, 77x82 feet, two stories high 
above the basement; bleach rooms, 90x128 feet; Yaryan 
house, 42x140 feet; engine rooms, 40x80 feet, in which 
will be two 300 horse power engines, and the boiler rooms, 
42x182 feet, containing fourteen boilers, producing 1,800 
horse power of steam. In addition to these buildings there 
will be a storehouse 50x128 feet. The digester house will 
contain eight digesters. 


It is said up in Bangor that the International Paper Com- 
pany is back of the purchase of the water power at Fayette 
Mills, Me., and that the company will build a dam on the 
Androscoggin, just below the North Turner bridge, for 
pulp and paper purposes, and that the object in gaining 
control of the Fayette Mills property is to secure a reservoir 
for the storage of water. There has been a lack of water 
in the Androscoggin this fall for power purposes. The 
property at Fayette Mills controls the flowage of a fine lake 
system in Mt. Vernon and Vienna, and it is claimed that a 
large amount of wa‘er could be advantageously stored there 
for use on the Androscoggin in a dry season like the 
present. 

The Grove Mills Paper Company, formerly the Adams 
& Bishop Company, Newburgh, N. Y., started running on 
book papers on January 2. Speaking of the outlook for 
the new company,\H. H. Bowman, its president, said to a 
representative of THE Parer Trapp JournaL: “We have 
been delayed somewhat by many small matters incident 
to the starting up of a paper mill. For the present we 
shall run on book papers. Later perhaps we may make 
other grades. The demand for paper is so great that we 
could load up with orders enough to keep busy for two 
years. This, however, we have refused to do. _Every- 
thing considered we think that we have begun again in 
a most propitious time.” 
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AMONG THE MILLS. 


In a Michigan Soda Mill—Filling Digesters—Invention of 
the Sight Feed Lubricator —Improved Soda 
Recovery Apparatus. 


[From a Staff Correspondent of THe PAPER TRADE J:/URNAL.] 

Jackson, Mich., Dec. 30.—The mills of the Jackson 
(Mich.) Pulp Company are not much to look at, but they 
do the business all the same. This is one of the little out 
of the way mills that do not seem to amount to much when 
looked over, but which prove money makers to the owners, 
and which jog along year after year with very little ex- 
penditure for maintenance. In fact this mill is one of that 
class which makes a specialty, and sticks thereto to the 
profit of the owners. 

Soda pulp and paper made therefrom are the products 
of the mill, but soda pulp is the main production. I no- 
ticed the men peeling some wood as I entered the mill. 
This is not usual in mills, as it should be done in the 
woods The owner, Clark Cornwall, informed me that it 
was only a temporary arangement, as nearly all the wood 
was peeled in the woods, the present method being neces- 
sary owing to the mill being short of wood. The logs, 
cut about 4 feet long, were piled in a box and steamed until 
the bark would start easily. Then each log was laid in a sort 
of horse, and a strip of bark 3 or 4inches long pulled the 
whole length of the log. After that the workman would 
simply slide his fingers down inside of the bark on each side, 
and away would go the bark all around the log, which could 
then be lifted from the bark with little effort. In the woods 
the steam box is employed during the season when the bark 
is tight, but logs need no steaming in May and perhaps 
parts of adjacent months. 


A KINK FOR FILLING DIGESTERS. 


Seda fibre being the product, of course poplar is the ma- 
terial, although basswood and almost any wood of similar 
character can be used. I noticed a little kink for filling the 
digesters. The chips are put into cars, of which about 
seven are required to fill the digester. These cars are about 
4 feet high. There is a sort of hopper used to guide the 
chips into the digester. This hopper is as high as the cars, 
and on the latter there are two irons which engage and 
reach over the side of the hopper, which is raised and low- 
ered by a rope tackle, by means of which the hopper is 
pulled up out of the way When not in use. The hopper is 
built in a frame of timber which rests upon the floor and 
prevents the iron funnel from tipping over. After the hop- 
per is in place one of the cars is run up to it, and the irons 
reach over the top thereof; then the same tackle that low- 
ered the hopper is attached to the end of the car opposite 
the irons mentioned, and the car raised until the contents 
are tipped out into the hopper. It requires only about 
twenty minutes to fill a digester with the seven cars of 
chips, then the hopper is pulled up out of the way again 
and the digester closed—a very neat method where there 
is not room to use a chip bin over the digester. 


LONG SERVICE DRYERS. 


In looking through the mill Mr. Cornwall showed me 
some dryers on the paper machine which had been in active 
service since 1858, and apparently were good for many 
years more. Some of them were made of copper and some 
of boiler iron. Several were made at a slightly later date 
in a local boiler shop, and were also made of boiler iron, 
being rolled up and secured with a butt strap joint, the 
strap being inside, of course, and the rivets countersunk on 
the outside of the dryer. The wrought iron dryer is the 
quickest to respond to the influence of heat, which gets to 
the paper much quicker than with the cast iron shell—and 
I am sure that they are safer, especially where very long 
dryers have to be made. 

A SIGHT FEED LUBRICATOR. 

I saw in this mill a sight feed lubricator, which was pre- 
sented to Mr. Cornwall by the Lunkenheimer Company. It 
appears that Mr. Cornwall is the inventor of the sight feed 
lubricator, but never had that excellent invention patented. 
The Lunkenheimers saw his lubricators and went to mak- 
ing them, as also did another concern, which went still 
further and patented the appliance. In the lawsuits which 
followed the “original” lubricator was taken from the mill 
and the one presented put in its place, where it remains to- 
day on the steam machinery of the mill. The “original” 
lubricator is now locked up in a safe deposit vault in Cin- 
cinnati where future “mechanical historians” can find it 
when they write the history of steam machinery and ap- 


pliances. 

No beating engines are used in this mill, Jordans doing 
ill the work. There is, however, one beater in the mill, but 
it is only used for handling old papers, including thé 
“broken” made in the mill. o 

The buildings of this mill were originally constructed 


for acid works, and the paper mill was first put in to use 
When the 
chemical portion of the business was abandoned the entire 


the soda that was made in the acid works 
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property was turned, ill adapted as it was, to the making 
of pulp and paper—and it still retains its awkward proper- 
tions. The stack is a magnificent brick chimney, which 
was built very large and high to carry away the fumes of 
the acid processes. This stack stands a long distance from 
the boilers, and an underground flue thereto makes the 
beholder think of the paper mill at Russell, Mass., where 
the chimney is out of sight on top of a hill, 1,000 feet away. 


THE SODA RECOVERY DEPARTMENT. 


In the soda recovery department I saw a rotary black 
ash burner, which was made of an old rotary straw digest- 
er. The machine was doing duty like a veteran, without 
failure or need of many repairs. In the soda recovery the 
vacuum process is used for concentrating the liquor before 
it goes to the burner. This process, similar to that used in 
sugar making, is divided into three effects or sections. 
In the first the liquor is sent through steam surrounded 
tubes, and is boiled thereby. The steam therefrom goes 
to heat the liquor when it gets to the next effect, and an- 
other separation of steam and liquid is made for another 
effect, the last of the process. At this point the liquor has 
become as thick as molasses and goes direct to the fur- 
nace to be burned. A vaeuum pump is used to take the 
thick liquor from the last effect, thereby so reducing thc 
amount of atmospheric pressure on the liquor that it will 
boil at the low pressures to which it is subjected during its 
progress through the machine. To this apparatus Mr. 
Cornwall has added a common plain heater through which 
the liquor passes before it goes to the first effect. Before 
this heater was added they had trouble with leakage in the 
tubes and shell of the first cylinder through unequal ex- 
pansion. Since the heater has been used there has been 
no more of that trouble. 


A BOILER WHICH PUSHED ITSELF OFF ITS BEARINGS. 


Down in Florida some years ago I saw a steam boiler 
which was inclined to push itself off its bearings and come 
bodily into the fire room through the expansion of the 
shell and the blocking thereof by ashes at the back end of 
the shell. A 6x6 inch timber put in as a brace against 
the front end of the boiler stopped its travel in that direc- 
tion. At the Jackson mill there is evidently a similar 
trouble, but no timber if you please. Instead, as the boiler 
is suspended upon hooks and rods, there is a regular cage 
of railroad iron put in like buckstays to hold the boiler 
in place. It does the business, but what is the matter with 

"fixing the back end of the boiler so that the ashes cannot 
get or lodge there to make all that trouble? That would 
be as good a way as the railroad iron method, and not as 
hard on the boiler. 

The Jackson Paper Manufacturing Company has a very 
slick little mill about a quarter of a mile above the Jack- 
son plant, and there is a very good paper machine in it. 
Tt would not surprise me a bit to hear that the Cornwalls 
had bought this fine little plant and were sending soda pulp 
up there by underground pipe line. Neither would I be 
surprised to learn that a sulphite plant was to be erected 
at the old mill just below the State Prison buildings. 

J. F. H. 


Size Carried in Pipes. 


Although a number of very good mills convey resin 
size in pipes from mixers to engines, there is consider- 
able to be said against that method. To begin with, there 
is always the danger that the size will deteriorate in the 
pipes, also that the resin will to a certain extent separate 
under the influence of heat and long standing, so that 
when the size pipe is first opened to admit a portion to 
the engines there will first come along a volume of stuff 
that is not at all desirable in paper, and which is very apt 
to leave spots after the paper goes to the machine. A good 
many of the unaccounted for imperfections in paper ma¥ 
be traced to a system of resin piping. 


Low Water and Boiler Scale. 


In boilers where there is trouble from scale it wi'l be 
found that the trouble is apt to be increased during the, 
period of low water in the adjacent rivers or ponds. The 
reason for this is not hard to find. When the water is low 
there is more chance for the salts to be dissolved during 
the passage of the rain water through the earth, conse- 
quently a larger portion of the scale making material is 
taken up by the water during its passage through the earth 
on its way to the hidden passages through which the water 
finds its way to the boiler supply, be it well or river. The 
rule, then, must be, look well to the boiler during the 
period of low water in the source of feed water supply. 


Some of the toughest wrapping paper the market affords 
is made from the wood of the “bull pine,” which grows 
largely in New England and the Atlantic Coast States. 
This material is worked up by the ‘soda process, and, as 
stated, makes the toughest, strongest paper that has here- 
tofore been produced from that kind of wood pulp 
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NEW WET MACHINE AND DIGESTER. 


A Recently Patented Machine for Making Glue for Size 
from Animal Refuse—A Diaphragm Loaded Wet 
Machine—New Photo Paper. 


In the accompanying engraving Figure 1 illustrates a 
digester for treating refuse animal matter so as to extract 
the size making material therefrom. The objects of this 
invention are to provide a simple, practical and effective 
apparatus of this kind, to arrange for the thorough and 
economical treatment of the refuse matter, to arrange ior 
the easy separation of the useful and waste’ products and 
the separate withdrawal of each, and to accomplish the 
above resulis in an inexpensive manncr. 

The apparatus consists of a rotary cylinder within 
which is arranged a permeable receptacle, such as a wire 
gauze cylinder, inside of which, in turn, are the inlet and 
outlet pipes, arranged horizontally and perforated, but so 
mounted as to be stationary when the digester revolves. 

In using the apparatus the refuse is introduced through 
the manhole, which is then closed, steam turned on and 
the digester revolved, causing the matter to be thoroughly 
turned over, mixed and exposed to action of the steam, 


which, as a result, acts quickly and thoroughly. The 
useful product of the digestion, such as glue or the like, 
falls through the perforated screen and collects at the 
lowermost portion of the cylinder, while the fumes escape 
through the outlet pipes. The material is introduced and 
leaves the digester through the same manhole, and the 
perforated pipes both introduce the steam and carry away 
all vapors which arise from the cooking. This digester is 
the invention of Daniel Sullivan, Chicago, Ill, and is 
covered by letters patent No. 639,791. 

Fig. 2 represents part of a wet machine recently 
patented by Baker & Shevelin, Saratoga Springs, N. Y., 
and catalogued No. 639,882. The device may be applied 
to any wet machine, and it is designed to take the place 
of the spring or weight usually applied to the upper roll 
of this class of machines. As may be seen in the en- 
graving, a water pressure acting upon a diaphragm is 
used in the place of the spring. The screw is employed with 
this appliance, which consists of a water cylinder con- 
nected to the pressure lever by a diaphragm and follower. 

A sensitized, metallic-coated photographic paper has 
been patented by Henry Kuhn, Rochester, N. Y., in which 
there is a metallic base upon the supporting paper, a coat 
of varnish on the base, and lastly the emulsion is spread 
upon the varnish. 

Two calender pategts were granted on December 26, 
both of which call for hydrostatic or pneumatic pressure. 
One of these patents, No. 639,915, to Myron J. Whitlock, 
Ansonia, Conn., and assigned to the Farrel Foundry and 
Machine Company, of that pla@é, is for a ram attachment 
permanently fitted to the top of the calender frame, and 
supplied with rods whereby the rolls, either or all, may be 
taised at will by simply opening a valve connecting a 
pressure pipe with said rams. 

The ofher calender patent was issued to Henry M. 
Harley and Eugene U. Gibbs, Gloucester City, N. J., and 
the patent, No. 639,974, assigned to the extent of one- 
third to George A. Heyl, Philadelphia, Pa. {[n this 
calender there is a central roll and six pressure rolls ar- 
ranged geometrically around it. The pressure rolls are 
actuated by a pair of ram cylinders to each roll, and the 
amount of pressure may be varied at will. The pressure 
rolls are arranged to run on roll bearings, thereby re- 
ducing friction to a minimum. As the pressure rolls all 
bear radially, the thrust thereof is offset or neutralized by 
their acting one against the other, so that there is a very 
little friction thrust upon the central roll. 
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WATERPROOF LINING PAPER 


nsurpassed for lining cases or wrapping goods for export where 
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Decrease the costof yourfuel supply ae 


a big loss of steam, no 
matter whether it's ignor- 
ance or carelessness. 

Our booklet, Vol. E, will interest 


GREEN'S ECONOMIZER | I 


ist. Save from 10 to 20 per cent. of your fuel cost. 
2d. Make use of. gases now escaping to heat a large body of 
water to the evaporation point. aera 
3d. Use part of the heated water to feed your boilers, increas- TI il | SL 
ing their efficiency and life and saving in repairs. Le i in Z Tré Jot lL 
4th. Use part of the hot water, pumped through pipes, to heat 
your entire mill of factory. 





WRITE FOR PARTICULARS 


THE GREEN FUEL ECONOMIZER es 


MATTEAWAN, N. Y. 
Sole Sci ali eal in the U. S, A, 


sii THE FRANK A. JONES CO. 


Successors to FRANK A. JONES, 


| 
2631 10 2839 WORTH BROAD ST., iki SOLE MANUFACTURERS..... 





— UNDER PAPER 
———_ OVER CUTTING 
| DOWN MACHINES. 


Paper Bag Machinery «2. Paper Machinery. 
171 and 173 Wooster St., NEW YORK CITY 


THE MOORE & WHITE CO. 


THE PATENTED SUSPENSION SHAKE igo THE HOFFMAN PATENTED COUCH ROLL 


FOR FOURDRINIER MACHINES FOR CYLINDER MACHINES 
PHILADELPHIA, U. S. A. SEE AD. PAGE 10. 
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Stationers’ Board of Trade. 


The annual meeting of the Stationers’ 
Board of Trade was held at the rooms of 
the board Tuesday, January 2. The report 
of Henry C. Bainbridge, the president, 
showed the affairs of the board in an un- 


usually satisfactory condition, and that the | 


collection department had accomplished 
excellent results for the membership, The 
receipts, according to the report of the 
treasurer, were, for the year, $16,261.56, 
and the expenditures $15,349.66, leaving a 
balance on hand of $911.90, with all bills 
paid. 

The election of trustees resulted in the 
selection of the following named gentle- 
men: James C. Aiken, Chas. Watson Allen, 
C. A. Appleton, Henry C. Bainbridge 
John V. Black, George C. Boorum, Pat 
rick Farrelly, Robert Gair, C. S. Higgins 
Sigmund Levy, I. M. Loughead, James H 
Mairs, Charles McLoughlin, J. Walker 
Spalding, Frank Squier, Nelson Taylor, 
Miles Vernon and Franklin Weston. 


The Union Printing Company. 


Judge Gildersleeve, of the Suprem 
Court, has appointed Bernhard Schwartz 
receiver of the partnership property of him- 
self and George Nollstadt, doing business 
as the Union Printing Company, at No. 
440 West Forty-first street, in a _ suit 
brought by Mr. Nollstadt against Mr. 
Schwartz for a dissolution of the partner 
ship, which was formed on October 23 last 


Corrugated Paper. 


Considering the immense demand for 
corrugated paper it is surprising that more 
attention has not been given to its produc- 
tion by British manufacturers, instead of 
the supply being largely left in the hand 
of foreign firms. The manufacture of cor 
rugated paper and boards is an importan: 
industry on the Continent, and it is also a 
special line that has been given particular 
attention to in the United States. There is 
a splendid demand in this country for the 
corrugated article, which is not to be won- 
dered at when the wide range of uses is 
considered, corrugated paper and boards 
being extremely serviceable as a protective 
covering, and its resistance and lightness 
are features in favor of its extended appli- 
cation for packing purposes. Suitable ma- 
terial—common straw paper or thin straw 
boards—of the requisite size, &c., is read 
ily obtainable by manufacturing houses, and 
with the introduction of special machinery 
it is possible to produce quite a variety of 
corrugated goods at a low cost.—lWorld’s 
Paper Trade Review, London. 


Paper Mill Colors. 


Paper manufacturers using colors are 
invited to correspond with F. E. Atteaux 
& Co., of Boston, who maintain offices 
also in New York and Chicago, to meet 
the requirements of the trade in:the dif 


ferent sections of the country Paper 
manufacturers using nigrosine, fuchsine or 
yellow will find it to their advantage to 
consult this firm for quotations. Catering 
as F. E. Atteaun & Co. do to the paper 
mill trade, and making a specialty of colors 
for paper makers’ use, the firm is prepared 
to fill all orders at quick notice and to th. 
satisfaction of its patrons When in th 
market for colors, F. E Atteaux & Cx 


will be pleased to furnish quotations 


Change in the Venezuelan Tariff. 


Consul Plumacher, under date of No 
vember 16. 1800 from Maraca bo sends 
a newspaper clipping to the effect that th 
National Executive has abolished the tariff 
of 1899 and declared the tariff of 1897 
force again, with t exception of paper f 
the manufacturing % cigarettes wk 
shall now pay 75 centimes (14.4 cents), and 
be bbin paper wi | pay 1.50 bol 
(28.9 cents Bobbin peper used inf m 
hines for cigarette making The ol t 
this tax is to protect the people employed 
1 maku g@ Cigarettes by hand 
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The Bellows Falls Machine Company, sss: 


MANUFACTURERS OF 


PAPER MAKING, GROUND WOOD 
ann SULPHITE PULP MACHINERY, 


Fourdrinier Machines, Cylinder Machines, Three Deck Dryers, Vacuum Dryers, Drum Winders, 


Revolving Reels, Slitting Machines, Chippers, Vacuum Pumps, Acid Pumps, Bellows Fal ls, Vermont. 


Stuff Pumps, Conley E.:gines, Iron and Brass Castings. 
Chas. E. O’Hara, Jr. THE BIGGS BOILER WORKS, 
AKRON, OFFI. 


GENERAL PAPER DEALER AND 
MANUFACTURERS OF 


BROKER IN FINE BOOK AND 
PRINTING PAPER. Rotary Globe ad Cylinder 
BLEACHING BOILERS 


540 Pearl Street, NEW YORK. 
FOR STRAW AND OTHER PULP. 


TELEPHONE: 1833 FRANKLIN. 
Procured promptly 
PATE T and with care. 
marke, co Also Steam Boilers and all kinds of 
Sheet and Heavy Boiler Iron Work 


veats, designs, etc. Moderate fees. 
for Paper Mills Specialty... . . 


DAVIS & DAVIS, : 
Opp. Patent Office, WASHINGTON, D.C Correspondence solicited. © Send for Catalogue. 


TANKS 


W. E. CALDWELL CO., 200 Brandeis St., Louisville, Ky.,U.S.A. 














of Louisiana Red Gulf Cypress do not rot, shrink, 
swell or taste. Acids have no effect on them. 
Twice as good as pine orcedar. Ask your friends. 
Large tanks or tubs for paper and pulp mills a spe- 
cialty. Also tanks and towers for fire protection. 


SEND FOR HANDSOME ILLUSTRATED CATALOGUE 








SIDNEY T. WYMAN, 


mead Lowden Steam Regulator Company, '“*""##**e 


64 FEDERAL STREET, BOSTON, MASS. 


LOWDEN’S AUTOMATIC 
STEAM PRESSURE REGULATOR. 


oe Regulators are used by the largest manufacturers in the 
country on their paper machines and rotary bleachers. We refer 


to the following r makers by permission, from whom we hold 
the strongest of commendatory letters: 
GEO. W. WHEELWRIGHT PAPER CO, Regulators, . Fitchburg Mice 

: G CO Supa . Holyoke, Mas 


4 
5 
2 
4 
4 
‘ 
> “ 
NEAGUE PAPER CO, 3 Muttineague, Mass. 

AGA AM PAPER CO 2 ‘ 

AMES RAMAGE PAPER CO 2 « Monroe Brid; ge, | Mass 
ILESTON & HOLLINGSWORTIi Co lh ae ; osaaee. 
HOLLINGSWORTH & VOSE CO., 2 * ‘ alpole, Nias. 
WATERTOWN PAPER CO., . ; 2 : ; Reearpews. a. _ A 
TICONDEROGA PAPER CO. . 4 
MARTIN & WM. H. NIXON PAP) R Cir, : 

OH WN LANG, PAPER MFG., : 2 

YMS & NUDLEY PAPER CO, 2 
THE JOUN EDWARDS MFG CO.,, 2 
ALEX. COWAN & SONS, ei. 3 
GUARDBRIDGE PAPER co, 5 

R TULLIS & CO 2 ¥ . Auchmuty, 
CULTER MILLS PAPER CO., 2 e Aberdeen 


WEST END ENGINE WORKS CO., SOLE EUROPEAN AGENTS, EDINBURGH, SCOTLAND. 


THE SEYBOLD MACHINE CO., 


© and 10 Reade street, Main Office and Factory, Dayton, 0.. U.S. A. 347-349 Dearborn St. 


. Ticonderog: y. 
Philadelphia, Fos n 


. Waterviiet, Mich. 
Port Edwards, Wis. 

. Penicuik, Scotland, 

: "Guardbridge, scotland. 








Insures 
Economy 

in, Knives. 
Accuracy 
of Bevel. 
Permanence 


Semel ape ; 
. = 
eo. a ed o>. 


of Temper. 





Automatic Knife Grinder. 


There is no use trying to escape its 
Iron Grip. 


Users say their output is a revela- 
tion in cutters. 
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DIRECTORY. 


will be 





Cards under this panting 
charged for at the rate $15 per 
annum for each of three lines 
or less. Bech a additional line $5. 


Analytical Chemists. 


Hamlin & forrison, ¥ 


and Chestnut Sts., Philadelphia. 
Specialists i Soda and Sulphite Processes. 


Architects. 


*DWARD A. BUSS, Mill Secon and En. 
4 gineer, 85 Water St., Boston. 


O KEEFE & ORBISON, Paper Mill Architects, 
Hydraulic and Consulting Engineers, 

Appleton, Wis. 

PRIDE, | CHAS. B., Mill seciee and By. 

Pulp i“ ’ Appleton, Wis 

NOW & HUMPHREYS, Engineers, Paper and 

Pulp Mills. Steam and Water Power Plants. 
8s Water St., Boston, Mass. 


(POWER. & WALLACE, Architects and 
Ashley 











(Has. ‘H. VOGBL, Mil! Architect and Engineer. 
Specialties: Paper, Pulp and Sulphite Fibre 
Mills; Water Power Improvement. Appleton, Wis. 





B®QWN & SELLERS, fe ce pana ashal oe 





Cotton Fibre. 


‘TENNESSES FIBRE rn Memphis, 
manufacturers for t past five yeurs tor 
ashe writing, oom, *-1 and news. Stronger 

han soda, better sulphite--takes place i 


roan 


yeas GROUND WOOD PULP 


ERR EY we OUt 
sale HAK\ EY “es OUTERBRIDG a 
broadway, New \ ork. 


Jute Butt Brokers. 
(4807, RAY & CO., 





8: Water St, New York 
_ Metal Skylights and Ventilatdrs. 


¥ manulacture metal sky ylights and 9 and ventininse 
for Poget ond Pulp ills. VAN NUUK-. 
DEN CO., ¢., Boston, Mass. 











Lz ¢ CLAY ae PULP a Mee 


rade Eetabliened 1 ipo, - Warne, Proprietor. 


Paper lakers? Supplies. 
H®E™!". Cc. B, & BROTHERS, 
@ Beekman St, New York. 


ULBERT, H. & Cc 
Hi x % 6 “$3 Beckman St., N. Y. 


Paper Makers’ and ‘Stainers’ Colors. 


HUBER, J. UBER, J. ye and Importer of 
‘ramarine, sia ates ——— V ater a Be nee You 
is Paper Makers’ Knives. 

"ke ax ‘Piaten Stop store, 

tos Sm 


Paper Manufacturers. 
Dio ena MILLS F PAPER COMPANY, 


issues, Co Paper, 
“4 Murra: -. Sead for ele 
new “ Mikado Str eses issue Paper. 


J ERSEY CITY PAPER COMPANY, Four- 
drinier Tissues, om, Gefeces ene and Copying; 
Koll Tissues, all widths, to 
Cornelison Ave. and he ie 
ity, N. J. 


TOEV 
Sy ae ee 


St., Philadelphia. 





and’ Machine 








RUNELAT & LHERMITTE “ae (BREST 
old, Mungo soft rags. Write ior the prices. 








oY LU 
B aad KE, 300 West Broadway, New York. 
CB4se & NORTON, Bigh-qreds Shavings and 
a77__ Water St., New York. 


ore J. M.. 
__ 433 West Broadway. 


LYNN, MICHA 
F i Congress St, Brooklyn, N. ¥ 





N. Y. 


IL GEO. 
H LS, i ™ and 26 Roosevelt St., N. Y 
a Il. LENHART, Philadelphia, Pa., Wholesale 


Packer and Dealer in Paper Stock, Rags, 
etc., 215-217 North Front | Street. 


L'2MANR. JOsEra. & CO., 
om one 353 West Broadway, New York. 





DIRECTORY. 


IVERPOOL MARINE STORE CO., Liver. 
L. M. S&S Brand, Manilla, 

Rope Star 

L*O™. JOHN #., aC 


al 174 Deane St. New York. 


Mccurre. MICHAEL, cos Tenth Ave, 8. Y. 


ANIEL 1. MURPHY, 
114 So. ve. 
Philadelphia, 


vor R. H., & 
104 times. Building, New York. 


IONEER PAPER STOCK CO., Packers 
Graders Stock, 322 and s. Dee 


plaines St., aad 105 and + Law Ave. & 
os a 7 PERRY RRUS, Pres't 


GS ™iMens. JOHN, & SONS, Wholesale Daten 


in Paper and R | 
8 and yo Decatur St., Philadelphia, Pa 





JOHN SINNOTT, 
COTTON and WOULEN RAGS a specialty. 
soq-506 W. 38th Street, New York. 


W ARD'S -— oe 





Screen Plate Manufacturers. 


| RIVER SCREEN PLATE CO. Reclosing 
Sy, : worn screen plates a specialty. 


rap Water'St, Appleton, Wis 





Sealing | Wax. ety ar 
. | BROWNE, M. C—Bapecially for Paper Mills 
, sams SO Mass. 

Straw Board. 


MANHATTAN STRAW BOARD CO., 141-145 
i Wooster St, New York. D. J. eco - 
NELL, Ti 
Toilet Paper Fr Manufacturers. 
A. SWIFT'S SONS. incorpes ted), Show 
M. As Toilet. ite - eos an 





solicited, 
15 Exchange St. » Boston, Mass 


Waxed Papers. 
HE HAMMERSCELAG 2 MPG. CO., Manufac | 
turers of all kinds of wich Sar Now and 
printed. 232 and and 234 Greenwich York. 





‘CHAS. P. KRUS 
420}g Jodeg ina's 


and SOLD 
WRITE ME . ie 
ALSO WRAPPING PAPER DEALER 


109-111 W. Van Buren St., CHICAGO 





seeded, u. ¥ | 











PERFORATED METALS 


OF ALL KINDS 


FOR PULP AND PAPER MILL MACHINERY 


DRAINAGE PLATES FOR TANK BOTTOMS CUT TO DESIRED SHAPE 


THE HENDRICK MFG. CO., Lr. 


CARBONDALE, PA. 





ADE in seventeen 
eeff) zes from 2% 
to 100 inches long. 





MF6.CO, 


NEW YORK _ 


{mproved Canriuga Pumps 


THE LAWRENCE MACHINE CO,, Lawrence, Mass. 


New York Office: 39-41 Cortlandt St. 






POWER BOILER 
FEED PUMPS 


TRIPLEX 
POWER 
PUMPS. 


STUFF PUMPS. 
SUCTION 
PUMPS. 
STEAM ENGINES 
eK 


WRIT® FOR 
MEW CATALOG 


Pulp Grinders, 
Improved Hydraulic 
Wet Machines, 
Barkers, Splitters and Chip- 
pers for Sulphite Mills, 
Stock and Water Pump 
Bronze and Iron, 
Latest Improved Screens, 
Bronze Castings of ali de- 
scriptions for Digesters 
and acid plants. 


-WRITE FOR PRICES. 


BUILDERS 


Appleton Machine Company sppicin, vis 


Ee. D. JONES & SONS CO. 


MILLWRIGHTS AND 
Viechanical Engineers, 








PITTSFIELD, 
MASS. 


IMPROVED PATENT RAG ENGINES, DUSTERS, ELEVATORS, ETC. 
CROCKER’S 
Rotary Pumps and Turbine Water Wheels. 


SHAFTING, PULLEYS, HANGERS AND GEARING 
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ee | United States Envelope Company | 


SPRINGFIELD, MASS. 





Is Now Ready for Delivery.... 


JUTE AND LINEN 
Paper Stock. 


J.&W. SMITH, 


DUNDEE, Scotland, 









| HAS become well known that our quality of 
envelopes is kept up to the standard, as well 
0 as our weights, and 


What Is Better 


GENERAL OFFICE 


Springfield, Mass. 





—— CLEANING WASTES, 


Packers and Shippers of 
Clean Jute Threads, Clean Jute T ‘T £2? 
Ropes, Gunny ert | han That® —s | The 
Outings — Bleached Li - | 
n Q 
Threads. | | Worchibioat Mie: Merchandise 
Springfield, Mass. 
ynaguireresere | fe gl.) Helyche, Mass. Envelope 
CA LouTTA ‘BUI LDINGS. | | . Hartford, Conn. | 
COMME ERCI) TAL A L Lic OURT. nia — COMES IN ALL SIZES { 





EXCHANGE "STREET. | | 
YDEF, Scotland | 





Buchanan t Blt. Wire Co, ~ a 


HOLYOKE, MASS., 
Manutectarers of DIAMOND DRAWN FOURDRINIER WIRES with Improved Seam 
for Hews Paper, also DANDY ROLLS and CYLINDER MOULDS. 
@ur patent dovetailed dandy is the strongest and lightest roll on the market. 


Brass, Copper, Bronze and Iron Wire Cloth for Pulp and Paper Mills, 


We make a specialty of watermarking, designing, monograms 
and lettering of every description. 
CYEINDERS COVES@ED AT THE MILL OR AT OUR FACTORY. 


NORWOOD ENGINEERING 
w COMPANY wass"™ 








MANUFACTURE 
' Rag Thrashers Zinc Trimmers for Plater Plates 
$  Wheat’s Imp. Rag Duster Trimming and Winding Machines 
= Fan Dusters Slitting and Winding Machines 
2 Pin Dusters Rewinding Machines 
= Railroad Dusters Color Strainers 
Rag Cutters Kilbride’s Vacuum System or Paper 
Web Super Calenders Machine Dryers 
Friction Calenders Machine Reel with Patent Friction 
Breaker Calenders Belt Power Freight Elevator Ww 
Sheet Super Calenders Power Boiler Feed and Tank Pumps IL 
Plater Calenders Knapp Patent Dovetailing Machines S O N Fl LT te R 3 
wy oe Leather Board Calenders Cutlery Machinery E LE VATO RS 
WILSON GRAVITY FILTER CATALOGUES SENT UPON APPLICATION FIRE HYDRANTS 
ATTENTION, eee Ke eS 
EL 
Where 


“Valuable Premium ” 


Metropolitan Boiler Compounds | Fee io casinns 


Are Used W it l 
NO RUST OR SCALE CAN EXIST. '. lie US, 
NO PITTING, CORRODING OR FOAMING. cat 


A COMBINED PREVENTATIVE AND PRESERVATIVE, 


We analyze feed water free of cost and prescribe on thirty days’ trial. 


THE -—METROPOLITAN COMPOUND MFG. COPIPANY, 


26 Court Street, Brooklyn, N. Y. 





aN 
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There are others 


ments. 
vinced. 





but none so good as 


Latest types of every kind, embracing 
most modern improvements and attach- 
Investigate and you will be con- 


ut 


The Black & Clawson Co. Paper Machines. 





Wealso manufacture a general line of high- 


grade machinery for Paper and Pulp [lills. 
Attention given to building machines for 


special uses and purposes. 


When In Need of Anything Write to 


THE BLACK & CLAWSON CO., 


For Prices and Particulars. 


Hamilton, Ohio, 











WANTEDAND FOR SALE. 


M7 ANTED—A man that can do lead burner and 
general repair work around a sulphite mill. 
Address Fibre, care Paper Trade Journal. 


WW Ante By married man, position running 
cylinder machine; accustomed to single, 
double or four cylinder on all grades of paper; 
twenty years’ experience. Address W. P. K., Box 
21, Lambertville, N. J. 
Cos WANTED—Competent man to run 
undercut machine on coated paper, Apply, 
ving. pEpereee, Ritchie & Ramsay,” Toronto, 


Ww YQ ANTED—Foreman in a sulphite mill; must 

be sober and competent; married man pre- 

ferred. Reply, pe age, experience and salary 
‘a 


ed, to per Trade Journal, 
W ANtEo —A 500 pound wood tub beating en- 


ne in aaa order. Address, gating price, 
size and full particulars, Beater, care Paper Trade 
Journal, 64 Federal street, Boston. 
ANTeD—Position as finisher; good, quick 
worker and sober; good references. Address 
Worker, care Paper T rade Journal, 


a as superintendent im mill 
making manilas or news; have had fifteen 
years’ experience on these grades; can give refer- 
ences. Address W. M., care Journal. 
MRST-CLASS machine tender who understands 
all grades and can keep machine in shape 
would like a change; machine or foreman. 
care Journal. 
] WANT a party to join me in starting a board 
mill now aa to run. Address J., care 
Ha Trade Journal, 64 Federal street, Boston. 
P’ APER—Department of. the foteses, United 
States Census Office, Washington, D. C., De- 
cember 29, 1899. —Sealed proposals (in duplicate) 
will be received at the United States Census Office, 
Washington, D. C., until 2 P. m., January 15, 1900, 
for furnishing writing, book, linen and ledger 
presse cover per, cardboard, etc., for the 
nited States Census Printing Office. Specifica- 
tions, giving — description of the articles re- 
uired, can be had by applying to this office. W. 
. Merriam, Director of the Census. 
SALE—A Marshall engine; in use only a 
few months; practically as good as new. Ad. 
dress B., care Paper Trade Journal. 
WANTeD—A married man with “perfect knowl- 


edge and experience in making soda fibre 
Address 








and ground pulp and gaper from same. 

Drab, Drab, Paper rade Tournal. 

W4steo— ~—Position as superintendent in a mill 
making book, writings and manilas; best of 


Address’ Inlani , care Paper Trade 


reference. 
Journal. 
SS SALE—Paper m mill, near central part of 
State, running on tissues: first-class water 
power and shipping facilities. For full particulars 
address Tissue, care Journal. 


Wa oe in a sulphite and 
mill; must be competent, sober and re- 
liable; roy position is permanent for the right man, 
Reply, with zeferences, stating age, experience and 
salary exvected, which will be treated confidential. 
Address S. M.. Paper Trade Journal. 
W A first-class machine tender for book 
and writing; no other need apply. Address 
Writings, care Paper Trade Journal. 


Position WANTED by p wage as superin- 
dent in a ground on pulp mill; compe- 
tent and up - date; sober, practical and expe- 
rienced in repa’ ring, improving and puns ulp 
ane paper mills. ddress Thoroughly, care Jour- 


WANTED Poston as superintendent in mill 


lain, white or waxed tissues; long 
experience an ood references. Address Prac- 
tical, ¢ care J ‘Journal. 


FOR SALE! 








| chine; 


F. H. DAVIS & CO. 


EXCHANGE BLDG., BOSTON. 
DEALERS IN PAPER MILL MACHINERY, ENGINES, 
BOILERS, SHAFTING AND PULLEYS. 


The machinery of the Barclay Sulphite Fibre 
Co., at Saugerties, N. Y., is hereby offered for 
sale in lots to suit, consisting in part of three 
jong Friend & Stebbins digesters; three acid 
tanks, one chip elevator, one acid reclaimer, four 
acid seacege tanks, three blow-off tanks, 14x16 feet 
4 inches, Georgia pine; one Blake duplex pump, 
12x8x12; one 72-inch wet machine, one 8o-inch 
wet machine, oi penene suction pump, 
two 1,200pound double lighter beater engines, 
iron tubs, rolls sigs inches, Holyoke Machine 
Co.'s make ; three Trevor barkers, two vacuum 
pumps, nine Ticonderoga screens, three Gotham 
screens, one No. 3 Blake pump, one No, 4 Blake 
pump, lot lead pipe, 2 to 5 inches, good as new. 
Also, have for sale one 7o-inch Fourdrinier ma- 
chine, complete, taking 42 feet wire, gun metal 
press rolls, 11 iron dryers, 42x66 inches; two 
stack chilled calenders, reel cone pulley cutter, 
cone drive; one duplex pump, 6x4x7, new; one 
7o-inch ww — machine, complete, taking 

feet wire, ryers, 36x84 inches; one stac 
chilled we, reel and cutter; one 62-inch 
Horne patent cutter, with slitters; one -inch 
Minerva trimmer, one 92-inch Jones undercut 
trimmer, one 6zinch Black & Clawson cone pul- 
ley cutter; also pumps, all sizes, steam, water and 
stuff, waterwheel shafting, pulleys in eat va- 
riety, very cheap; one 20x30x48 Allis-Corliss cross 
qouidenal engine; one 15x26x17 Mackintosh & 
Seymour tandem compound engine, one 11x21x12 
Mackintosh & Seymour tandem compound en- 
gine, one 12x21 Porter Allen cross compound 
engine, one anal Wether! Corliss eqgine, one 
20x42 Harris Corliss engine, one 20x48 Brown en- 
gine, one 16x30 Corliss engine, good as new; one 
16x42 George Corliss cngine, one 10x20 Putnam 
engine, one 75 h, p. Westinghouse engine, one 
5 h. p. Westinghouse engine, one 46 h. p. ad- 
justable cut-off engine, one rotary, 7x16; two 
steel boilers, 64-inch diameter; 70 tubes, "ginch 
diameter; one 200 h. p. Buckeye engine, one 60 
h. p. Buckeye engine, one 28x60 Harris Corliss 
engine, barrel erude oil tank, one maee 
comme cnladan. 1rox14 inches; power pump, 

ain tubular boilers, 6x17 feet; 140 3-inch tubes, 
& pounds steam; one 23x60 Corliss engine, iron 
pipe, soo feet Sinch, 150 feet 10-inch, soo feet 
4-inch, feet 6-inch, 300 feet 3-inch, 2,000 feet 
t-inch; lead pipe, 700 feet 6-inch, 100 feet 5-inch, 
100 feet sae 150 feet 2)4-inch; brass pipe, 1,508 


2%-inch. 


OSITION wanted by first-class Fourdrinier ma- 
chine tender; well posted on all grades paper; 


Sentan Address W.°V. core Jourast 
WANTED. 

Old Brass Wire Cloth, 

Scrap Brass, Old Paper Mill 


Felts Will be pleased to quote prices. 
° Write to 

THEODORE HOFELLER & CO, 
9R.100-102 Terrace. Buffalo, N. Y. 


FOR SALE. 


One 62-inch Double-Cylinder Paper Ma- 
10 Dryers, 62-inch face by 36 inches 
in diameter; 2 stacks of Chilled Rolls, 9 
rolls in a stack; 4 Pressed Rolls, all com- 
plete and ready to be set up. Inquire of 
the PAUL A. SORG PAPER CO., 
Middletown, Ohio. 


BARGAINS! 


One New, Patented, Double Drum Winder, 


Built by The Bagley & Sewall Company, during March-April, 1899. 


Has 


never been used. Can be seen at the mill of Pejepscot Paper Company, 


near Brunswick, Maine. 


One New England Wood Grinder, 


Almost as good as new. 
Can be seen at mill of Wisconsin River Paper and Pulp Company, 


Stevens Point,” Wisconsin. 


For further particulars, address 


. THE PUSEY & JONES COMPANY, Wilmington, Delaware 


CLARK & SPENCER, 


Manufacturers of PAPER MILL MACHINERY, 


Lae, MASS. 
Revolving pao Cutters, Rag Cutters, Cylinder Paper Machines, 















FOR SALE. 


A Marshall Refining Engine in first-class 
Used but a.iew months. 
Address BEATER, 
Care Paper Trade Journal 


condition. 





FOR SALE. 


One Nine-Roll Stack of Supercalenders 


Frame built by ere Foundry & Ma- 
chine Co. Friction by olyoke Machine Co. 


Mottom Koll . 6 in, diam., 33 in, fave 

Top Roll TSR eee FG RE 

Intermediate Cotton Rolls 8 in. “ gain. * 
“ Chilled Iron Rolls :2in. “ g3in. “* 


One Nine-Roll Stack of Supercalenders 
Built by The Smith & Winchester Co., South 
Windham, Conn. 


Bottom Roll . 18 in. diam., 32 in. face 


Top Roll ft 6in. * | 32in, 
Intermediate ‘Paper Rolls. i6in. “ 33in, * 
“ Chilled iron Kolls win. “ 32in. “* 


Two Inclined Bed Coating Machines 
that will coat finished paper 30 in. wide. 
Built by John Waldron, New Bruns- 
wick, N. J. 

Both of the above stacks and coating machines 
can now be seen running, and both are heavy built 


modern stacks. Pressure is applied to both stacks 
by power. Address 


MERRIMAC PAPER CO., Lawrence. Mass. 





For Sale. 


A factory having about 100 horse power by water, 
with about four aeres of land, eight (8) buildings 
on premises, and within one thousand feet of 
depot, 42 miles fron? New York; water has never 


given out. For articwjars, app! 
. 5. SHEREWOOR, 
Paterson, N 


Washing and Beating Engines 
Chilled lron & Paper Calenders 
a and Stuff Pumps, 
Engine Roll Bars & Bed Plates, 
ylinder Molds, 
Marshall Drives, 
Slitters and Rewinders, 
Reels, 
Dryers with Improved Packing 
A Boxes, 
Wet Machines, 
Gun Metal and Rubber Rolls, 
— Rolls Reground, 


FOR SALE. 


Four 14x62 inch and four 14x69 inch 
Cast Iron Knight's Dryers. 
All in first-class condition. 
BLACK & CLAWSON CoO., 
Hamilton, Ohio. 


FOR SALE—Two Rotary Boilers 


Suitable for making soda fibre, size 21 by 6 feet. 
These were built and used for making soda fibre 






and are‘in good condition. They are made of 
five-eighth-inch metal, and were built by Harrison 
Loring. Also, one digester, 20 by.7 feet, with one- 


and also two digesters, 22 by 6 


half-inch metal, 
Hollingsworth & Whitney Co., 


feet. Address 
Boston, Mass. 


FOR SALE. 


Two Pulp Digesters or Pulp Boilers, each 
Shell, 


coils 


7’ inside diameter, 23’ 7” high over all. 
4{”, heads dished ; 7%”, fitted with 2 
of 24%” wrought iron pipe, about 18’ high 


—86 pipes in all. Perforated bottom, outlet 


gate valve, shell double riveted throughout. 


These digesters are new and have never 


been used. Can be delivered at once. 


Address Dickson Manufacturing Company, 


Scranton, Pa. 


FOR SALE. 


Second-hand knuckle joint steam power 
press in good condition. Size of bale 24 
by 48, depth of box 7% feet. Has been 
used for rags and paper stock. Will be 
sold at a bargain. 

Address ALTA IMPLEMENT CO., 


B. ¥ 


Fairport, 





BENJAMIN 


L. LEHMAN, 


BOURSE BUEL.DING, PHILADELPHIA, 


Is Manufacturing a Machine for 


CORRUGATING STRAW BOARD 


for Bottle Wrappers, Mailing Backs, etc. 


PARTICULARS UPON 


REQUEST, 
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FARREL FOUNDRY AND MACHINE CO., 


ANSONIA, CONN., U. S. A., 
Patent applied for, 


THE LARGEST MANUFACTURERS OF 


Chilled Rolls 


IN THE WORLD. 


ALSO MANUFACTURERS OF GRINDING 
MACHINES FOR ALL KINDS AND 
SIZES OF ROLLS. 


CHILLED AND DRY SAND ROLLS 


FOR ALL PURPOSES. 


COMPLETE CALENDERS. 


Patent lift device by means of 
which machine tender, standing 
on floor, can raise rolls in frames. 
Housings so made that the rolls may | 


be taken out end wise through 
frame. 


Old Rolls Reground at Short 
Notice, 














ALL TYPES 


PAPER MILL MACHINERY, 


High Grade in Every Respect, 
Embodying All Late Improvements. 


WET. MACHINES, STUFF PUMPS; WATER PUMPS, 
FINISHING CUTTERS, BUNDLE CUTTERS, 
&c., &c., &c. 


REWINDERS. 


The only one in the market that will rewind into 
small rolis all on one shaft, up to any length. 


IMPROVED “LEADER” SCREEN. 


BEST IN THE MARKET. Write for information. 











BELOIT IRON WORKS, ——esmm 
Established 1858. BELOIT, WIS., U.S. A. 
Agons for and Finland: 


GRIFFIN; PAPER MILL 


A.D. LITTLE, | trite} "crete, 


7 Exchange Place, Boston. Long Distance Telephone 2312 Boston, 


EXPERT IN THE SULPHITE PROCESS AND ALL CHEMICAL 
MATTERS PERTAINING TO THE MANUFA®C- 
TURE OF PULP AND PAPER. 














Drewsen Company, 7 
SULPHITE PULP EXPERTS. 


ESTIMATES AND PLANS FOR SULPHITE MILLS. 


Drewsen Reclaiming System. Drewsen Acid System. 
Richards-Drewsen Chip Separator. 

Agents for the Herreshoff Roastimg Furnace for*Pyrites, and 
Arledter’s System for Making Sizing Under Pressure. 


Address DREWSEN COMPANY, Rooms 308-310 Temple Court Bidg.. NEW YORK. 











IMPORTS OF PAPER STOCK AT | 
NEW YORK. 





To January 2, 1900. 








Copenhagen 
Glasgow ......... 


Newcastle ....... ea a ‘ "$05 mai 
Rotterdam ....... i 





NEW YORK IPPORTS. 





For the Week Ending January 2, 1900. 
Paper, Etc. 
J. C. Drucklieb & Co., La Bretagne, Havre, 


es. 
E. ‘Hawley, by same, 3 cs. 
ME Wal & Co., by same, 1 cs. 
Wallace, by same, 2 cs. 

B. Richard & Co. by same, 2 cs. 
oe & Gallard, by same, 3 cs. 
c. C. Roberts & Co., by same, 3 es. hangings. 
F. J. Emmerich, by same, 1 cs. faoiaae 
ae Tobacco Co., Chateau Lafite, Havre, 
35. ¢ 
G. & E. Meyer, by same, 6 cs. 
Ss. Riek, Chateau Lafite, Bordeaux, 3 cs. 
Marcus Ward & Co., Ontario, Hull, 4 cs. 
~~ ae by same, 13 cs. 


« Dej jonge | at Maasdam, Rotterdam, 10 cs. 
Dingelste by same, 2 cs. 

Hensel, ce. Lorbacher, by same, 78 cs. 
Merck & Co., by same, 8 bales. 


Kupfer Brothers by same, 10 cs. 
G. Gennert, Graf Gites: Hamburg, 2 cs. 
z B. Vandergri & Co., by same, 7 cs. 
& H. Anthony & Co., by same, 1 cs. 
Ting & eee by same, 5 cs. 
raut, by same, 25 cs. 
é ¢. Poilock, by same, 2 cs. 
Hawley, by same, 1 cs. 
cE Dejonge & Co., by same, 4 cs. 
Knauth, Nachod & Kuhne, by same, 4 cs. 
H. Colignon & Co., Kensington, Antwerp, 8 cs. 
Kupfer Brothers, by same, 18 cs. 
Dingelstedt & Co., by same, 30 cs. 
. & L. Metzgar, by same, 1 cs. 
. Pollock & Co., by same, 5 cs. 
favor, Ruhl & Co., by same, 2 cs. 
E. G. Soltmann, by same, 1 cs. 
: oe Heinze, British King, Antwerp, 135 cs., 88 
bale 
G. W. Sheldon & Co., H. H. Meier, Bremen, 
13_cs. 
L. Dejonge & Co., Pheenicia, Hamburg, 54 cs. 
A. Kraut, iY same, 10 cs. 
E. & H. Anthony & Co., by same, 2 cs. 
Dinaclatedi & Co.. by same, 5 cs. 
C. B. Richard & Co., by same, 2 cs. 
Hensel, Bruckmann & Lorbacher, by same, 3 cs. 
G. W. Sheldon & Co., by same, 1 cs. 
Radon & Co., by same, 3 cs. hangings. 


Rags, Paper Stock, Etc. 


S. Goldmann, Beltor, Hamburg, 200 bales wood 
pulp, 25 tons, 
Helwig, Maasdam, Rotterdam, 128 bales wood 
pulp, 16 tons. 
Bertuch & Co., Kensington, Antwerp, 630 
bales wood pulp, 78 tons. 
Katzenstein, by same, 1,025 bales rags. 
James Pirnie, Theo. Fischer, Havre, 851 bales 
bagging. 
T. W. Mason & Co., Ontario. Hull, 33 evils rope. 
Lewy Brothers Co., Graf Waldersee, Hamburg. 
172 bales rags. 94 bales bagging, 98 bales old paper 
Salomon Brothers & Co., Cuba, Bremen, 489 
bales manilas, ros bales rags, 13 bales paper waste. 
Felix Salomon & Co., by same, 426 bales manilas, 
127 coils rope, 274 bales rags. 
Train, Smith Co., by same, 80 bales bagging. 
Train, Smith Co., Theo. Fischer, Havre, 110 
bales bagging. 
A. Katzenstein, Cuba, Bremen, 119 bales bag 
ging. 
James Pirnie, British King, Antwerp, 316 bales 
baeging. 
Castle & Gottheil, by same, 140 bales rags, 127 
bales bageing, 43 bales rags. 
Felix Salomon & Co., by same, 193 bales flax 
waste. 
Train, Smith Co., by same, 122,¢0ils rope, 142 
bales bagging. 
A. Katzenstein, by same, 21: bales rags 
Castle & Gottheil, Menominee, London, 74 bales 
rags. 
Tames Pirnie, by same, 22 bales paper waste. 
Tames Pirnie, Cufic. Liverpool. 127 bales bagging 
Page, Newall & Co., Island, Copenhagen, 224 
bales wood pulp, 28 tons. 
Castle & Gottheil, Thingvalla, Copenhagen, o7 
bales baeging. 
John H. Lyon & Co., Manitou, Léndon, 18 bales 
waste paper. 
Augustine J. Smith & Co., by same, 77 bales 
waste paper. 
W. Mason & Co., Marengo, Newcastle, 241 


Imo 


coils rope 
Horace Dutton & Co., by same, 264 coils rope. 
Castle & Gottheil, Pomeranian, Glasgow, 137 


bales old vaper - 
Felix Salomon & Co., by same, s2 bales old 
paner. sa bales manilas. 
Train, Smith Co., by same, 115 bales old_ paper. 
Salomon Brothers & Co., Pheenicia, Hamburg, 
29s bales rags, 08 bales old paper, 18: bales 


manilas. 
Tewy Brothers Co.. by same, ros bales rags. 
Felix Salomon & Co., by same, 11 bales rags, 209 
bales manilas, 106 bales flax waste 


Bleaching Powder. 
Tt. L. & D. S. Riker, Chicago City. Bristol. 8 cks 
TY. L. & D. S. Riker, Buffalo, Hull, 143 cks 
F. A. Richard, Neustria, Marseilles, 60 cks 
Fuerst Brothers Co., Westernland, Antwerp, 


234 cks. 
China Clay. 


Dunn Brothers, Liverpool, Bordeaux, 1,298 cks 


Hide Cuttings. 


ames Pirnie, British King, Antwerp, 225. 
ames Pirnie, Theo. Fischer, Havre, 344. 
Castle & Gottheil, British King, Antwerp, 55- 


Satinette. 
Castle & Gottheil, Cufic, Liverpool, 54 cks. 





EXPORTS FROM NEW YORK. 


From December 26, 1899, to January 2, 1900, 





BOOKS, to Argentine Republic, 2 cs., $214; Brit- 
ish Possessions in Africa, 2 cs., $150; British West 
Indies, 6 es., $123; Britiah Australia, 11 pkgs. 
Christiania, "2 ¢s. $100; Cuba, 1 cs. $25; Central 
America, 11 cs., $320; Genoa, 1 cs., $100; Havre, 9 
cs., $925; Hamburg, 3 cs., Sie hi Liverpool, ” = 
$2,440; London. 17 & Se exico, 3 CS., 
Porto Rico, 1 cs. Sandwich Islands, oa 
$071; 3 cs., $163; ‘Sens _oron 5 cs., $118; Vous. 
zuela, 1 pkg., $117; Vienna 1 cs., $61. 


CAUSTIC SODA, to Cuba, 5 drums, $76; San 
——- 19 drums, $367; Venezuela, 15 drums. 
290. 

GLUE, to Azoementts 35 bbls. ; British 
Australia, 20 bbls., Hayti, bbl. Liver- 
ool, 1 cs., $5; a ‘ico, 2 bbis.., $40; Sandwich 
slands, 2 bbis., $70; San Domingo, 1 cs., $12. 

GLUE STOCK, to Liverpool, 1 bbi., $24. 


PAPER, to Aatwesp, 4 435 pkgs., $1,760; fa 
Republic, 22 o Alexan ria, . cs. Sones 2 
sterdam, 4 pk gs., Ses: Brazil, eke $10; ritish 
West Indies, 2,417 pkgs "$1,790: ritish Australia, 
o58 pkgs., $13,500; ristiania, 2 pkgs., $56: Cuba, 
27s. pkgs., $437; Central America, § pD ‘eS., $10; 
Chili, 3 cs., $23; Dutch West ——s 5 pkgs., $15; 
Ecuador, 1 es., $111; Genoa, 2 cs., avre, 18 
cs., $682; Hambur 1 pkg., i, iverpool, 31 

kgs., $1, 2353 igo on, gS pkss., $7, 6 pe 

197; 3 cs. ; Mexico, 90 pk, 1,2973 few a- 
land, 102 cs. $1,026; Porto > age $236; 
Southampton, pkgs. $353; Sandwich Islands, 102 
cs., ; San Domine, 116 pkgs., $646; Uruguay, 
10 ‘ot 63; United States of Co oF me 1 cs., $41; 
Venezuela, 1 cs., $30; Vienna, 2 pkgs. 

PAPER BAGS, to British we Indies, 11 bs., 
$64; British Australia, 58,08 bs., $1,663; Cuba, 31 
bdls., $53; Porto Rico, 8 $14. 

PAPER BOARD, to Liverpest, 637 bdis., $ssz. 

PAPER MACHINE GOODS, to Southampton, 
3 cs., $420. 

PRINTED MATTER, to Argentine Republic 

$50; Amsterdam, 1 cs., $100; British West - 
fice, 2 pkgs., $60; British Australia, 3 cS., $40; 
Bagdad, 1 cs., $10; Christiania, 1 cs., $100; Cuba, 1 

$83; Central America, 1 cs., $17; Chili, 50 pkgs., 
Bs Constantinople 2 cs, $50: Copenha en, 2 
P gs. $53; Genoa, 2 cs., $105; avre 1,983; 
panes. u fs. he * ‘Liverpool, 3 a = "$3,221; 

Loridon, 60 380; — ico, 2 C&., $75; 
Peru, 2 cs., “7 jotterdam » ye $271; Southam 
ton, 48 pkgs., $3,401; holm, 3 pkgs... $ 
United States of on ae 5 cs., $5,035. 

ROSIN, to British West Indies, 3 bbls., $10; 
British Australia, 6 bbis., $22; Sandwich Islands, 
100 bbis., ; San Domingo, 121 bblis., $447; Vene- 
zuela, 151 bbis., $432. 

SANDPAPER. to British Australia, ods 

274;, Havre, 40 ¢s., $301; London, 140 bits: gs 
Mexico, 16 bis., $151; Porto Rico, 3 
Rotterdam, 6 cs., $156; Vienna, 46 pkgs., + 

STATIONERY, to Argentine Republic, 16 cs.. 
$729; Athens, 2 cs., $103; Brazil, 3 cs., me re- 
men, 82 cs., $2,700; British West’ Indies kgs., 
$ = British Australia, 41 pkgs., $1,438; Ou a, eo 
p $1,439; ae America, 7 pkgs., $160; Co- 
penhagen, 2 cs. ; ote, 3 cs., $45; Hamburg, 
10 ¢s., $1,293; Visoios 10 cs. $380; London, 72 
cs., $8,806; Mexico, 9 .: $349; Porto Rico, 16 
pkgs., $222; Southampton, 15 cs., $2,032; Stock- 
holm, 1 cs., $83; San Domingo, 14 pkgs., $379; 
veh way, 2 on Teak United States of Colombia, 

55; Venezuela, 4 cs., $90. 

‘WOOD PULP, to Antwerp, 2 239 rolls, $5,800; 

Havre, 152 rolls, $500. 





BOSTON If1PORTS. 


From December 26, 1899,-to January 1, 1900, in- 
clusive. 


Paper, Etc. 


Dennison Manufacturing Company, Bostonian, 
London, 16 cs. paper. 

T. Groom, by same, 2 cs. paper. 

W. H. Guild, Sachem, Liverpool, 5 bs. peri- 
odicals. : 
T. H. Castor, Philadelphian, Liverpool, 1 cs. 
books. 


Boston Public Library, by same, 1 cs, books. 

F. L. Perry, Whitney & Co., Sylvania, Liver- 
pool, 2 cs. wall paper. 

W. H. Guild, by same, 5 cs. periodicals. 


Rags, Paper Stock, Etc. 


Page, Newall & Co., Bostonian, London, 320 
bs. wood pulp. : 

Horace Dutton & Co., by same, 171 coils 
manilas. 

Felix Salomon & Co., by same, 94 bs. old paper, 
53 bs. rags. 

Train, Smith Company, by same, 263 bs. old 
paper. 

tdwin Butterworth & Co., by same, 300 bs. old 
paper. 
‘rocker, Burbank & Co., by same, 98 bs. old 
paper. 

lone & Moore Paper Company, by same, 68 bs. 
= paper. 

Edwin Butterworth & Co., Sachem, Liverpool, 
140 bs. manilas. a 

Horace Dutton & Co., by same, 253 coils 
manilas. : , 

Edwin Butterworth & Co., Philadelphian, Liver- 
pool, roo bs. rags. 

Thomas Griffiths & Co., by same, 25 bs. rags. 

Train, Smith Company, Fitzclarence, Antwerp, 
1 600 bs. rags, 370 bs. flax waste, 55 bs. manilas. 

Crocker, 3urbank & Co., bv same, 55 bs. rags. 

Horace Dutton & Co.,’ by same, 783 bs. flax 
waste 

Castle & Gottheil, by same, 282 bs. rags. 

Edwin Butterworth Co., by same, 252 bs. rags. 

Felix Salomon & Co., by same, 59 bs. rags. 

Horace Dutton & Co., Cambrian, London, 53 bs. 
rags. 

Crocker, Burbank & Co., by same, 64 bs. waste 
paper. 

Edwin Butterworth & Co., by same, 211 bs. old 
paper. 
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Horace Dutton & Co., Virginian, London, 32 bs. veloped within the past six months. As 
old paper, 731 coils manilas. : . Sst te 

Edwin Butterworth & Co., by same, 76 bs. flax this demand shows signs of continuing I 

WW beelwright Paper Company, by same, 159 bs. | have decided to take a trip to Europe in a 

old paper. fe ek ook over the si i here 
Edwin Butterworth & Co., Sylvania, Liverpool, ew weeks to I = » cond . sTuateees : - 

204, bs. old paper, 164 bs. rags, 129 bs. manilas. and to confer with my partner, Felix Sal- 

aie : Sane Co., Philadelphian, Liverpool, | omon, at Hamburg, Germany. In my ab- 

Ss . sence the business of the firm here will be 

conducted by James Rosenberg, who, I am 

glad to say, is eminently well qualified to 


take good care of our trade.” 


Thomas Griffiths & Co., Philadelphian, Liver- 


pool, bgs. 
Ww. | ee by same, 111 bgs. 
Train, Smith Company, by same, 176 bes. 
win Butterworth & C@, Sylvania, Liverpool, 


157 bgs. 
Bleaching Powder. 
J. L. & D. S. Riker, Sachem, Liverpool, 777 cks. 
A. Klipstein, Fitzclarence, Antwerp, 108 cks. 
China Clay. 


E. & F. King, Sylvania, Liverpool, 707 cks. 
Morey & Co. Philadelphian, Liverpool, 250 cks. 
C. S. Bush, Sachem, Liverpool, 500 cks. 


Soda Ash. 


E. & F. King, Sylvania, Liverpool, 1,000 cks. 
Linder & Meyer, Philadelphian, Liverpool, 1,322 


Dividend Disbursements in the Trade. 


The January dividend disbursements of 
the large combinations in the paper trade 
will be as follows: International Paper 
Company, 1% per cent. quarterly dividend 
on preferred, amounting to $336,000; Na- 
tional Wall Paper Company, 2 per cent. 
quarterly on debentures, $174,000; Union 
Bag and Paper Company, 14 per cent. 
quarterly on preferred, $193,000. Total for 
all three, $703,000. 


— & Co., Sachem, Liverpool, 33 cks. 
Chlorate of Soda. 

A. Klipstein, Fitzclarence, Antwerp, 150 kgs. 
Crude Sulphur. 


Linder & Meyer, Philadelphian, Liverpool, 1,335 
gs. 


PHILADELPHIA I/IPORTS. 


For Week Ended December 30, 1899. 


Paper. 
A. Hartung & Co., Athesia, Hamburg, 26 cs. 
Rags, Paper Stock, Etc. 
Jessup & Moore Paper Company, Athesia, Ham- 


burg, 41s bs. 
Fourth Street National Bank, Rhynland, Liver- 


pool, 50 bs. 
Chemicals, 


The Year in Western Massachusetts. 


Western Massachusetts Office 
THE ParER TRADE Jovnnat, | 
HOLYOKE, Mass., January 2, 1900. 


The year just closed has been an event- 
ful one in the history of the paper mills in 
this part of the State, and in fact has wit- 
nessed some of the most important changes 
in paper trade circles that have transpired 
| for many years. The close of no year prob- 
| ably in the past decade has seen so lively 
a condition of business as exists at the 
present time. Mills have more business on 
hand to-day than they know what to do 
with, and prices are likely to soar sky- 
ward in the immediate future in conse- 
quence of the number of orders on hand 
and the difficulty in obtaining raw ma- 
terials for reasonable prices. 

Manufacturers say that the year has been 
one of the most prosperous ones that their 
business has seen for many years, and 
some mills even assert that it has been the 
best that the mills have ever had. 

Ferry. 


. S. Janney & Co., Athesia, Hamburg, 125 
drums bleaching powder. Z 
Order, Rhyniand, Liverpool, jo tcs."soda ash, 52 
cks. bleaching powder. 


Clay. 


B. Boothe & Co., Arcadia, Hamburg, 10 cs. 
Dunn Brothers, Rhynland, Liverpool, 200 
Order, by same, 316 


W. C. Lucas & Co. in Trouble. 


W. C. Lucas & Co., manufacttring sta- 
tioners, New York, have given a bill of | 
sale to the Keith Paper Company, Tur- 
ner’s Falls, Mass., for its account, subject 
to a mortgage of $8,000, there being the 
proviso that the Keith Paper Company 
shall share equally with other creditors 
proceeds after the mortgage, interest and 
costs have been paid. The claim of the 
Keith Paper Company is $29,851.68, and 
the total liabilities $32,423.88. The net 
nominal assets of the firm are $11,770.68. 


Claims Illegal Combination. 


Last Friday a plea in abatement was 
| filed in the Circuit Court, Hartford, Conn., 
| im the suit of the National Folding Box 
and Paper Company against the C. M. 
| Robertson estate. The defendant claims 


that in December, 1891, various companies 
and partnerships in various States “did 
The well-known paper stock firm of | enter into a conspiracy” to stifle honest 
Felix Salomon & Co. have been obliged to | competition and to limit the production of 
seek larger quagters for the transaction of | folding paper, card and board boxes, and 
their business, which has grown beyond | to sell their plants to a new corporation to 
even their expectations. These new quar- | be organized under the laws of New Jersey, 
ters they have found in the shape of four | to be known as the National Folding Box 
large, light rooms on the seventh floor of | and Paper Company. 
the Morse Building, 140 Nassau street. It is further claimed that the conmipany’s 
Speaking of the change, Peretz Rosenberg, | acts are in violation of law, in restraint of 
the resident partner of the firm, said to a | trade and commerce, and are directly pro- 
representative of THz Paper Trape Jour- | hibited by the common law and the laws 
NAL: “We did not expect our business to | of the United States, 


grow so rapidly as it has. “Silllin this we | 
FOR SALE, 


are agreeably surprised, and are only too 
glad to expand our facilities affd office 

fosce. While our sales have been very 

large the past year they are far short of | 70,Sret-clase paper mills, the procots fOr ern ami 
what we could have sold if the packers on | wine merchants, &c.,&c.,for North America. Net 
the other side had only foreseen the great | GEE ROSS Ee eee Domeee cause ae 


: RUDOLF MOSSE, Leipsic, Germany. 
demand for paper stocks which has de- Sub: L. W. 4640. 


Felix Salomon & Co. in Larger Quarters. 








The Aschaffenburg Pulp Co. 
Aschaffenburg, Germany 


Makers of Highest Grades 


Bleached and Unbleached 
«—Sulphite Fibre 


- PAUL C. ZUHLKE, Acent 
CENTRAL BANK BUILDING .... 320 BROADWAY, NEW YORK 


“~ 


A.G.ELLIOT & Co. _ papER 
.... PHILADELPHIA, PA. 


Correspondence solicited with manufacturers desiring Philadelphia outlet. 


FELIX SALOMON & CO. 


140 NASSAU STREET, NEW YORK. 
Importers and Dealers in all Grades of Paper Makers’ Supplies, 


Bufiaig dtnce ,= ACE > 
“Cid EO tian 


“~e@ s4meca 12940 d 














TELEPHONE CALL, 
1516 CORTLANDT. 












HEADQUARTERS FOR HAIR Feur. MineRAL WOOL. 
Assestos Parers, Brine Pire COVERINGS. ETC. 


83 X4- Qe 
ware Yk, Cty 
413-415 West Broadway 


James M. Fitz Gerald sew‘yorn cy 


PAPER STOCK 
John Hudson & Co. 


60 MARK LANE, LONDON, E. C., 
Solicit agencies for 


SULPHITE, SULPHATE anv 
MECHANICAL WOOD PULP. 


First-class connection with all mills in the United Kingdom. 
Correspondence invited. 


ESTIMATES FURNISHED AND 
ConTraoTs Exec uTED. 














TELEPHONE, 5732. CABLES, COALPITTERS AND A BC CODE. 





Offices also at Sunderland and Newcastie-upon-Tyne. 


SALOMON BROS & CO., 


FORMERLY 


FELIX SALOMON & CO., 
Importers of all Grades of Rags and Paper Stock, 
: 99 NASSAU STREET, NEW YORK. 


GEBR. SALOMON, Harburg/Hamburg, Germany. 
GEBR. SALOMON, Hanover, Germany. 


MIGHIGAN SULPHITE 
FIBRE CO. # # # & 


Tue Hicnest (jrape Surpnite Fipre 


(MITSCHERLICH’S PROCESS) 








Manwfacturers of ... 
—ESEEEIEeEEE 


MILLS at Port Huron, Mich. 
General Offices, 


1416-18 Majestic Bidg., 
DETROIT, MICH, 


CASTLE & GOTTHEIL 


TIMES BUILDING, “a ‘PARK ROW NEW YORE 


IMPORTERS OF AND DEALERS IW 


Old Rags, New Cuttings, Jute Stock, 
Sizing, Sulphite and Soda Pulps 


U. S. Agents for ST. JOHN SULPHITE PULP CO., Mispec, N. B. 


Eastern Agents, 
Frederick Bertuch & Co. and H. O. Bateman, 
308-31; Temple Court Bidg., 
NEW YORK. 












MARKET REVIEW. 


Office of THe PAPER TRADE Ty f 
Wednesday, January 3, 1900. 


FINANCIAL—Money on call during the week loaned at 
2@20 per cent., rising to the outside figure on Friday, and 
closing at 7@8 per cent. On Tuesday the rate opened at 
6 per cent., rose to 12 per cent., and closed at 3 per cent. 
There was almost no request for time money, and quota- 
tions were steady at 6 per cent., four, five and six months. 
Commercial paper has not been active, the rate closing on 
Saturday at 6@6%%4 per cent., and on Tuesday 6 per cent. 
for best names, 6@7 per cent. for good paper and 7@8 per 
cefit, for names less well known. 

Prices on trade securities on Tuesday were: 


BID. ASKED. 
American Straw Board Company............<.+s00+ seawes jo 31 
American Writing Paper Company, §s........... psdeneds 85 89 
American Writing Paper Company, pref.............. ics Sf 45 
American Writing Paper Company, com..........+++.++++ 5 15 
International Paper Company, pref..............+.0« sense OM & 
International Paper Company, com.............+.seeeeess 44 «625 
International Paper Company, 6s.............++s0s0+ pasos O08 105 
Standard Rope and Twine Company.............ceese000 % w% 
Standard Rope and Twine Company, 6s...........+se+008 ko 80 
Standard Rope and Twine Company, income bonds..... 234% 23% 
Union Bag and Paper Company, com..............ssse0% 22% 23% 
Union Bag and Paper Company, pref.........+....+++0+- 7204 75 
United States Envelope Company, com...... sieeve basses 55 65 
United States Envelope Company, pref..............-++- 85 go 


PAPER—tThe local market, as far as the jobbers are 
concérned, is just a bit quiet this week. This is-due to the 
fact that retailers are enjoying a little rest after the holi- 
days. Still there seems to be as much business doing as 
in previous weeks, as large quantities of paper are being 
carted to consumers as fast as it is received from the mills. 
Prices remain high, however, and available stocks in all 
lines continue scarce. Book and News are both very 
scarce... Writings are firm and show a strong upward ten- 
dency. This is partly accounted for by the expectation 
that the new price list of the American Writing Paper 
Company, which is in preparation, will show advances. 
The market this week should show a slight decline, as it 
usually falls off a little after the holidays. This did not. 
happen, as the demand is still strong. The freeze-up no 


doubt has helped materially to hold prices up. Manilas 
remain about the same as last week. We quote: 

BORA. .crcondes 9 @ Coated Lith’gr’ph 64@ 7% 

Ledgers .......++. 8 @ » a” eee 7 @ 8% 

Writinl et is. ..-cneue 24@ 3 
Superfine ...... mu @y Manila, No. 1....+ 4@ 5 
Extra fine...... 9 @ wu Manila, No. 2..... 3 @ 4 
WHO. ahacibcs veseas 7@ 9 Manila, bogus.... 24@ 2% 
Fine, No. 2..... 7@ 8 Common Bogus... 1.55 @ 1.60 
Engine sized.... 54@ x Straw Board, ton.$27.50 

Book, S. & S. C.. s4@ 6% ~ Chip Boards, ton, 27.50 @28.00 

Book, M. F....... 44@ 5% News Board, ton, 40.00 

Book, coated...... 744@ 9 


WOOD PULP.—Once again the question of ground 
wood is very interesting. The severe cold weather of the 
past few days has prevented many of the mills from 
grinding. The lowest figure heard of in this market is 
$25 per ton delivered. 

WOOD FIBRE.—Prices remain firm. The demand is 
strong and shows no sign of lessening. Supplies continue 
scarce, We quote: 


Sulphite, foreign— Sulphite, domestic— 


Bleached ......... 34@ 3% Unbleached ....... 2.30 @ 2% 
Unbleached ....... 24@ 2% Soda, domestic— 

Sulphite, domestic— Bleached ......+++» 24@ 3 
Bleached .......+. - 34@ 3% 


DOMESTIC RAGS.—In these days, when old papers 
are more profitable to handle, rags are mot receiving a 


great deal of attention. We quote: 
New Shirt Cut- Soiled Whites, 
tings, No. 1...... 4%@ 4% BEFORE oo dntc aps cee 1%4@ 14 
New Shirt Cut- Soiled Whites, 
tings, No. 2...... 2%@ 3 bowed & daessse ets 1.80 @ 1.90 
New Light Sec- No. 2 New Yorks. 85 @ 90 
GN bs Sin conden 2%@ 34 BOrGGE Glan cccaesske 8 @ ~~ 
New Blue Cottons 2 @ 244 Thirds and Blues.. 1%4%@ 1% 
New Mix. Cottons 1 @ 1% OS aS 4s @ 5 
New Common Satinettes, straight 65 @ 70 
Dark Seconds... 6 @ 75 Tailors’ Seconds... jo @ 40 
New Black Cott’'ns 6 @ 7 Hard Back C’rp’ts 55 @ 6 
No. 1 Whites..... 2%@ 2% 


FOREIGN RAGS—Packers on the other side do not 
seem to be getting enough rags to meet the demand. As 
the supply is short prices are high and firm. A continu- 


ance of this scarcity is looked for. We quote: 


German Blue Cot- Old Linen, white. 34@ 4 
GENO ie decccsccoscs Sa Ot Old Linen, gray.. 2 @ 2% 

Dutch Blues o Be7S Old Linen, blue . 2 @ 24 

Light Print ...... 1% German Colored 

New Cuttings .... 2 @ 24% Geese secciane 1 @ 1.20 


JUTE BUTTS—Prices continue too high to render 


butts of interest to paper manufacturers. 


OLD PAPERS—Stocks in large quantities are not to 
be had. The dealers themselves express surprise that so 
much old paper should come forth from so many different 
quarters, a few bales at a time. Prices continue high and 
frm. The feature of the market is the situation_in regard 


; e ; 
Fot reasons pre¥Viously stated the prices 
of these has been advanced Although the figure has not 
yet been determined, still it is believed that the news board 


to over issues 
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mills will have to pay between 85@goc: for supplies this 
year. We quote: 


No. 1 Hard White No. 1 Mixed 
Shavings ....... 2.65 @ 2.75 Shavings tteeees 1@ % 
No. 2 Hard White No. s Mixed é 
Shavings ....... 2.40 @ 2.65 Shavings ....... .6§ @ .25 
No. 1: Soft White ~ai No, 1 Ma Pe 
Shavings .....«« 3a @ 2.60 a weeeeee setee 075 “ 
No. 2 Soft White os Folded News..... .c0 @ .65 
Shavings ....... 2 @ 2% Folded News 
Solid Ledgers.... 1.909 @ 2 (over issues).... .70 @ .90 
Ledgers and Writ- Crumpled News.. .50 @ .60 
IBD vincdiccsves 1.65 @ 1.90 Mixed Papers..... .40 @ .4§ 
Solid .Books...... 1.60 @ 1.75 Commons ....... « @-@ .45 
Solid Books, Straw Clippings .. .4§ @ «so 
Crumpled ...... 1.3 @ 1.55 Binders’ Cuppimgs .40 @ .45 


Solid Books, 

TE ved... done .- te oh 

BAGGING, &c.—Stocks are very scarce and prices are 
high. Contracts are being refused until after capie advices 
can be received. Mixed Baggimg and Manila Rope show 
advances. We quote, per pound: 


Manila Rope, 
Nes 1 cacesccesas ». 
New Burlap Cut- 
MES ricrece sees 1% 


Gunny, No. 1— 

Foreign «.......++ 1% 

Domestic ........ 1% 
Mixed Bagging.... 909 @ 92% 
Wool Tares, heavy 1.30 Fiax Waste........ as 
Wool Tares, light. 1.20 Fiax Waste,w'sh’d 26@ 2% 

CHINA. CLAY.—Bulk goods were in limited supply 
and there was am active consumpive demand. Cask 
goods were also in good request and. were offered at 
_$15@i7 for finest imporced and $11@15 for medium and 
lower grades, all being in ample supply. Domestic was 
rather quiet, but was steady at $8.50@10. 

ALKALI.—The week was quiet so far as new business 
was concerned, Deliveries of domestic grades have been 
improved and makers are well up on their contracts. We 
note sales at 85@ooc. f. o. b. works for bags for future 
delivery, and ,second hands were selling at 1@1ec. 
High test B. M. is in small supply and spot and nearby 
lots are held at Ic. 

CAUS1IC SODA.—There was no stock offering and 
the market was very strong. Domestic high test is 
quoted at 2.10@2.15c. f. o. b. at works, with sales of 1,200 
drums reported. Here there is a good jobbing demand, 
but business is checked by absence of stocks. 

SAL SODA.—Forward delivery domestic is in demand 
at 60@7o0e. i. o. b. at works, less usual discount. Foreign 
is high and buyers are not inclined to pay asking prices. 

BLEACHING POWDER.—Full prices are readily 
paid, as there isa scarcity of stocks for both nearby and 
prompt delivery. Quotations range 24,@2'c., with small 
sales within the range. 

ALUM.—There is little new business, but deliveries on 
old contracts are of large proportions. Lump is quoted 
at 1.75@1.85c., and ground at 1.85@1.95¢. 

BRIMSTONE.—Spot lots are steady at $21.50@2z2, 
with futures held at $21@21.25. Messina advices are to the 
effect that the market is firm in spite of limited demand, 
as producers are not obliged to realize. 

TWINES.—Retailers have scant supplies and prices are 
very firm. We quote, per pound: 


Sisal Hay.......--0.- re B. C. Hemp, 24...... 15 
Sisal Lath Yarn..... 10 B. C. Hemp, 36...... 14 
Jute Rope........++«« 64@°7 B. Hemp, 18......... 16 
Jute Twines, 18...... 13 B. Hemp, 24.......+« 15% 
Jute Twines, 24...... 12% B. Hemp, 36......... 15 
Jute Twines, 36...... 12 Mixed Hemp........ 1K4@ 12 
Marline Jute, 444.... 9% Mixed Hemp, 8 and 9 10% 
Marline Jute, 6...... 9% American Hemp, 4). 12 
Marline Jute, 7...... 9 American Hemp, 6.. 12 
Marline Jute, 8 andg 9% American Hemp, 8.. 11 
B. C. Hemp, 18.....- 15 


ROSINS.—Offerings of all descriptions were limited 
and the market was strong. We quote: E. $1.90@1.95; F, 
$1.95; G, $2; H, $2.05. 

STRAW.—Straw was firm, with long rye quoted at 
60@75¢. 


Berlin & Jones Envelope Company’s New Factory.- 


The Berlin & Jones Envelope Company, of this city, is 
building a large factory on Tenth avenue, near Twenty- 
seventh street. The contract for its construction calls for 
its completion on March 1, 1900. 

The fire which destroyed @ large portion of the plant 


and stock of the Berlin & Jones Envelope Company last 


week will not cripple that old house as much as was at 
first supposed. Reierring to the misfortune of the com- 
pany, H. C. Berlin said to a representative of THe PAPER 
Trapp JournaL: “We have suffered ‘considerably, but 
not enough to prevent us from taking good care of.our 
trade. Fortunately for.us we had large stocks of goods 
in a rear building and also in another store across the 
street from our main office. These will be sufficient to 
keep our customers supplied until we can get started again. 
Of course that will take a little time, but not long. We 
shall be all right in a few days, I think. Just at present 
we are simply waiting for the insurance companies to esti- 
mate the loss. This loss, by the way, is fully covered by 
insurance. Thanks to the generous offers of assistance 
made by our competitors, we feel positive that we can 
fill all our orders on time.” 


NEW FREIGHT CLASSIFICATION. 


It Affects Paper Bags, Twines and Sulphur — Interviews 
with D. S. Walwn and Major J. B. Ackerman— 


A Letter Explaining Its Working 
as to iwines. 








The new classification of freight fates which went into 
effect on January 1 affects, among many others, the manu- 
facturers of paper bags, twines andthe dealers in sulphur. 

Formal protest has already been made against the re- 
classification to the Interstate Commerce Commission at 
Washing.on and to the trunk lines adopting the new rule. 

Speaking in regard to brimstone and a few other articles 
that are included in the advanced rate, Major J. Fred Ack- 
erman, of Perkins, Goodwin & Co., said; “I think that there 
is a disposition on the part of the railroads to allow all. for- 
eign importations 1o go through to their points of destina- 
tion at the old rates, regardless of the fact that they may be 
included in the list of merchandise affected by the re- 
classification.” 

D. S. Walton, of D. S. Walton & Co., referring to the 
increased freight rate on paper bags, said: “I suppose’ we 
shall have to stand it, together with many other individually 
small advances, which we are now paying, and which our 
customers never hear of. No, I do not think the price of 
bags will be increased in consequence.” 

The manufacturers of and dealers in twine’ are the men 
relaied to the paper trade most affected by the new classi- 
fication. This can be seen by the following letter, which 
states their case. It was written by Charles E. Borden, 
vice-president and general manager of the Union Selling 
Company, the distributing agency for the Standard Paper 
and Twine Company, the Eastern twine men having placed 
the custody of their interests in this matter in his hands, 
and is addressed to J. F. Goddard, commissioner of the 
Trunk Line Association. It reads as follows: 

Dear Str—It has come to our notice that you propose to unjustly 
discriminate against\manufacturers of rope and binder twine in New 
York, Boston and Philadelphia in favor of manufacturers of similar 
products located in Chicago and in other places in the West; in 
other words, we understand that, effective January 1, 1900, there will 
be a rate on sisal hemp from New York to Chicago of 20 cents per 
too pounds. This rate is ex vessel or from appraisers’ stores bonded 
warehouses within ten days after the ship being discharged. We 
understand that the 20 cent rate applies to minimum rates to inter 
mediate points, excepting where domestic rates are less. ai . 

As above stated, this unjustly discriminates against us in favor of 
our competitors located in Ohio. It also gives an advantage to’ 
manufacturers of our product located in the Northwest. It also dis- 
criminates in favor of prison manufacturers of binder twine located 
in different sections of the West. 

The principal manufacturers of rope and binder twine are located 
in New York, Boston and Philadelphia. There are a great many 
millions of dollars invested, and practically all of the product of 
these mills is shipped to points west of the Ohio River. 

You are aware that, effective January 1, binder twine and rope have 
been advanced one class; that is, at present, and up to and includ- 
ing December 31, 1899, the rate on rope and binder twine to Chicago, 
carload lots, is 25 cents per 100 pounds, which operates under com- 
modity based on sixth class, and January 1 the rate on rope and 
binder twine, by the standard lines, which our figures are based on, 
will be go cents per 100 pounds based on fifth class. 

We must emphatically protest against a ruling placing sisal hemp 
at 20 cents and advancing rope and binder twine to jo cents, 

You can readily see that this is $30 per car that we will have to 
overcome in order to place ourselves on the same footing as manu- 
facturers of rope and binder twine located in Chicago. Our Chicago 
competitors could cut our price 10 cents per 100 pounds and obtain 
orders and still be on the same footing with manufacturers in New 
York, Boston and Philadelphia. e 

The percentage of sisal fibre used in the manufacture of rope and 
binder twine is so great that our interests will suffer to a large ex- ; 
tent unless this 20 cent rate is withdrawn on rope and binder twine 
placed on a par with sisal hemp. 

We hardly see how you can explain satisfactorily to manufacturers 
of rope and binder twine located in Boston, New York and Phila- 
delphia the justice of making a rate of 20 cents on the raw material 
and a rate of go cents on the manufactured article, thereby favoring 
the Western manufacturers. We await~your reply with considerable 
interest. 


Prices on Flat and Square Bags Advanced. 


The manufacturers of paper bags included in the United 
States Paper Bag Manufacturers’ Association have been 
forced by the condition of the market to advance their 
prices to correspond with the last advance made by the 
Union Bag, and Paper Company. This means that an 
additional 10 per cent. has been placed on the entire line 
made by the manufacturers in the association. The 
scarcity of paper in the open market and the inability of 
the paper mills to fill their contracts on timie with the 
paper bag’men have caused serious apprehension on the 
part of the manufacturers. For; what paper they do get 
they are paying greatly advanced prices. This fact has 
necessitated an increase in their price lists. Even at the 
advanced figures it is said that there is not as much profit 
in paper bags to-day as there was six months ago. 


Thomas Barrett Celebrates Christmas. 


Thomas Barrett and his son, Nicholas, treated all their 
salesmen and office force to a champagne lunch at Putney’s 
restaurant, New York, on Saturday, December jo. 
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ALwAt. WORKS 


[SS SS WORKS 


SALTVILLE. VA. 


AND 


NIAGARA FALLS, N. Y. 
“EAGLE-THISTLE” BRANDS 


BLEACHING POWDERS 


HIGH TEST 


Packed in Steel Drums, air tight, insuring full strength 
at point of consumption. 














SODA ASH 


48% and 58%. 


CAUSTIC SODA 


, 70%, 72%, 74%, 764—also 78%. 
Our 78% Caustic hy is an article of greater purity than has ever before 
been produced in a commercial way, analyzing 99.70 Hydrate of Soda. 


BICARBONATE 
oF SODA 


Packed in Kegs, Bbls. or Bags, also Cases. 


ARNOLD, HOFFMAN & CO. 


SOLE AGENTS 
PROVIDENCE New Yor«K BosTOoN PHILADELPHIA 


55 Canal Street 83 Pine Street 70 Kilby Street 117 Chestnut Street 





& 
; 
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“CYCLONE” FANS. 


svt PENSTOCKS 


Smokestacks, 
Iron, 


THE FOR ALL 


BEST PURPOSES. Tanks, 





Oil 


Handsome Catalogue. 


PHILADELPHIA TEXTILE MACHINERY CO., 
180-190 Somerset St., Philadelphia, Pa. 





ESTABLISHED 1832. 
TON WAL DROWN, _New Brunswick, N. des 
MANUFACTURER OF ALL STYLES OF 
WALL PAPER MACHINERY, 


Coating Machinery for Lithograph, Label, Fancy, Glazed, Book and Sand Papers. 
Dejonge Patent Sheet Coating Machines. Dejonge Patent Drying 
Machine for Papers or Other Material in the Sheet. 

Maohinery Staib and Waldron Patent Hanging-Up Machines. Patent Power Reeling 
Machines for Coated Ba Machines, Paper Polishing Mavhines, &e. 


Papers and Rolls, 
te Universalig Used by the Manufacturers of - 
Above Goods in the United States and Oanads. 


DIXON’S SRAPHITE coMPoUND. 


FOR MAKING UP THREADED JOINTS OF ALL KINDS. 


FAR SUPERIOR TO RED LEAD. 
Prevents Rusting or Setting of Joints. 
Indispensable in Pulp and Paper Mills 


——-SEND FOR SAMPLE AND CIRCULAR. 


JOSEPH DIXON CRUCIBLE CO., = Jersey City, N. J. 


AlsoCardboard 





Have Yous: 

Sent Chat; 
Postal = « 
ard Yet? 





RITER-CONLEY MFG. CO., 


wo DIGESTERS, 


Buildings, Corrugated 


Biast Furnaces, Gas Holders, 
Refineries. 


HEAVY PLATE AND STRUCTURAL WORK OF ALL KINDS. 
MAIN OFFICE AND WORKS: 
PITTSBURGH, PA., U. S. A. 


EASTERN OFFICE : 
39 Cortlandt St., NEW YORK. 


Compare Weights 


When you are told that JENKINS’ 
‘96 is more expensive than 
other packings, 


“Jenkins 96," 11 Ibs to the 
Average. wolgnt, 1%” Red Packing, 14 Ibs, to the 
Square yard. 
At 60c. per und “ JENKINS '96” is not on 
cheaper, but the best joint es 


very muc 
manufactured. 
BROS., 
New York. Boston. Philadelphia. Chicago 


A venee ra 1%" 


JENKINS 


. FOR FURTHER INFORMATION ABOUT THE 


Grapbite and Bronze Bearing, 

Bushings and Washers. 

Chey Run Without Oil or Grease, or With. 
Are used in Paper Mill Machinery, Friction-clutch 
Pulleys, Mule Pulleys, and in fact, all kinds of Machinery. We 
are the sole manufacturers, 


THE GRAPHITE LUBRICATING CO., 


Pulleys, Loose 


ofty . 


BOUND BROOK, N, J., U. S. A. 


HEINE SAFETY BOILER CoO., 


421 Olive Street, St. Louis, Mo. 


ECONOMICAL, 


SAFE and 
DURABLE 


Water Tube Boilers. 





ROLLS OF ALL KINDS 


CHILLED OR SOFT IRON, COPPER, 
BRASS, RUBBER, PAPER OR FIBRE... 

ground to perfect accuracy by the ** POOLE” process. 
We have for many years made a specialty of 


ROLL GRINDING, 


and with abundant facilities we are prepared to do this work promptly. 
NEW CHILLED ROLLS of unexcelled hardness and finish furnished. 


THE J. MORTON POOLE CO., Wilmington, Del. 


PAPER BAG MACHINERY, 


Gas and Gasoline 
Engines. 


We manufacture 





ORGANIZED 1866. 


THE DILTS 
MACHINE 
WORKS, 


Write us for information, 


ma- 
chines for making Square 
Satchel 
Bottom Bags, Flour Sacks, 


and Flat Bags, 
FULTON, N.Y. 
Shirt, Hat, and Millinery 
Bags, Nail Bags, from the 
Roll, and turning out bag 


complete at one opera- 


ee On ae palit tion. — Hy of 
& } Pe <3 — z 
THE NATIONAL MANUFACTURING CO. ( i 
Manufactarers of PAPER BAG DRYERS, PAPER BAG MACHINERY, gray 
also GAS and GASOLINE ENGINES. 


ELKHART, 





¢ lavited. INDIANA, U.S. A. 


Correspe mde 


ee “— 






THOROUGH INSPECTIONS 
AND 
Insurance against Loss or 


to Property and Loss of Life and 
Injury to Persons caused by 


STEAM BOILER EXPLOSIONS 


J. M. ALLEN, Mek... 
WM. B. FRANKLIN, Vice-President. 


F..B ALLEN, Second Vice-President, 
J. B. PIERCE, Secretary and Treasurer. 
L. B. BRAINERD, Ass’t Treasurer. 
L, F. MIDDLEBROOK, Asse’t Sec'y 


Pu p and 


Paper Mill 
Machinery 


NEW PATTERN 
WOOD PULP GRINDERS 
for the heaviest duty. 











‘ 
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Br OBDELL CAR WHEEL (0.. 


Wilmington, Del., U.S. 4., 


MANUFACTURERS OF 


CHILLED 
—ROLLS 


For PAPER MACHINES, 


Rubber, Brass, Copper, Flour, 
Oil and Ink Mills, &e. 





FURNISHED COMPLETE with PATENT OPEN FACE HOUSINGS, 


OPEN END HOUSINGS, or ORDINARY STYLE HOUSINGS. ~ 


i Woolen Mills, 


eee wis. 


1 PAPER 
uaNPAcronns MAKERS’ 

FELTS and 

JACKETS. 


We have not only demonstrated our ability to compete 
in all Papzr Maxers’ Fevts anp Jackets, but in most 
» lines claim to lead our competitors. 





wa “ ©* "CORRESPONDENCE SOLICITED. 


HALL TRON WORKS, Lockport N.Y. 


MAKERS OF 


a Pumps 





J. & W. JOLLY. HOLYOKE, MASS. 


MANUFACTURERS OF 


McCormick’s Holyoke Turbines 


BOTH VERTICAL and HORIZONTAL 





Por Construc Dur. paptiny o- or Workin Coney there is -oeee superior 
e 


te our BEATING NGISE, h we ma ther of wood 


SCREENS and Vats for Paper Machines. Rag Engines and Jordan Engines made and 
refilled. Bleach Boilers, Fan Dusters, Ferry's Patent Star Dusters. r Calender 
Rolls made and repaired. Chilled Rolls, Sheet, Super and Web Catlendia ers. Power 


Suction Pumps, Stuff Pumps, Power Boiler Pumps, Suction Boxes and Piates, Pulleys, 
Shafti-g, Gearing, etc. Doane’s Patent Wood Pulp Grinder. 


“~ 






HOWARD IRON WORKS 









Brass. iiize, a Baer Galvanized ra Steel kc. 


PERFORATED AS REQUIRED FOR 


PAPER AND PULP MILL SCREENS 


———_—-AND FOR USE IN— 









Vats and Tanks, Drainer Bottoms, 
Pulp Screens; Washers, Sand Traps, Strainers, 
Suction Box Covers, Stock Boilers, Digesters, 
Shower Pipes, Roils, Button Catchers, 






False Bottoms, Filter Plates, Screens of all kinds. 
_ a aa 
BLUE PRINTS OR SAMPLES FURNISHED. 
Standard Sizes Perforated Tin and Brass Always in Stock. 


Main Office and Works: No. 219 North Union Street, Chicago, Ill., U. S. A. 
Eastern Office: No. 284 Pearl Street, New York. 


Paper Cutters 


Gem, Victor and 


Diamond Cutters 


Excellent Simplicity of 
Cie Meee of Kalk, Adjustable Gouges 
Convenient and Noiseless. %# SS 2 SF SF 








SEND FOR 1899 CATALOGUE, 


, BUFFALO, N. Y. 


American Straw Board Company, 


Manufacturers and Dealers in 


STRAW BOARD, 


All Kinds of Paper Box Boards. 


GENERAL OFFICE, 





1325 Old Colony Building, Chicago. 
The Bleichert Wire nee Tramway, 


and other systems of aerial transportation. 





Bleichert Tramway of The Solvay Process Co. transporting rock. 
Manufactured by THE TRENTON IRON CO.. Trenton, N. J. 


Engineers and Contractors. and sole licensees in North America for the Bleichert System. Also Wire 


Equipments for Surface and Underground Haulage, etc. 
NEW YORK OF FICE—Cooper, Hewitt & Co., 17 Burling Slip. 
CHBICAGO OFFICE—1114 Monadvock Buildiag. 








wey, SKYLIGHT: 


MA*UFACTURE 
utely nv leakage from any source, Send for illustrated catalogu ee 


E. VAN NOORDEN COMPANY, 
EASTWOOD WIRE MFG. C0., Betevite x. 0 











WITH PATENT 
SAFETY EDGE. 





am+Fourdrinier Wires 


IMPROVED PATENT DANDY. 











PATENTED AUGUST 12, 1884. 


Brass, Copper and q Iron Wir Wire Cloth of | Every Descriptio Description. 


READY TO APPLY FINISHED 
BRISTOL'S PATENT 
STEEL BELT LACING 
most perfect fastening for all kinds 


The 
of ae 
Large si to Rubber Be'ts for 


rages ane and | cal _ 


THE BRISTOL COMPANY 
Waterbu Conn. 
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**DOUBLE .THE STRENGTH OF ANY OTHER ROLL.’ 


NATRON ee 


~ALUM, 


FOR PAPER MAKERS’ USE. 
The Strongest and Purest Alum made and the only Alum made from 
Kryolith Alumina. 
PENNSYLVANIA SALT MFG. CO., 
ELLICOTT & SONS, Baltimore, Md., 115 CHESTNUT ST REET 


Money oS beers, Pees "f Aeoute PHILADELPHIA, PA. 





WASTE PIPE 
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HIGHEST 
EFFICIENCY. 
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BLuMENBERG Press, 214-218 Wii1aM Sr., New Yorx, 


“NEW YORK TYPE 
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NEW YORK OFFICE, 17 Warren St. 








GRAVITY +> PRESSURE 


FILTERS 


Constructed under the 
JEWELL, WARREN, and HYATT PATENTS. 


“The Acknowledged Standard of Mechanical Filtration.” 
Indorsed by the Leading Paper Manufacturers throughout the United States. 


Patents Sustained by the Highest Courts. 


NEW YORK FILTER MANUFACTURING CO., 26 Cortlandt St., New York, 4. Y. 


0. H. JEWELL FILTER COMPANY, 4-42 West Quincy St., 


THE PAPER TRADE JOURNAL 


GC. K. WILLIAMS & 00., Easton, Pa. 


Proprietors of the Penna. Dry Color Works, or Easton, 
and the Helios Dry Color Chemical Works and the 
Allentown Copperas W n, Pa. 


orks, of Ailento 


Eta ee 
Put up in packages to suit the convenience of paper 
adapted for paper makers’ use. 


DE WITT WIRE CLOTH CO. 


Manufacturers of..,....... : 

Fourdrinier Wires, Dandy Rolls, Cylinder Moulds, Ete. 

WIRE ROPE, WIRE SASH CORDS, WIRE PICTURE CORD, BRASS AND COPPER WIRE 
WIRE WINDOW SCREENS AND GUARDS, WIRE FENCING. 


PHILADELPHIA OFFICE, 703 Market St. 
Cable Address, ‘‘Trasmaiio,"’ NewYork. 


Wm. Cabble 

















Brass, Copper and Iron Wire, 
Dandy Rolls, 

Cylinder Moulds, 

Best Quality of Wire Rope, 


WRITE FOR PRICE LIST. 
——oOowOornen 


43 FULTON STREET,. . . NEW YORK, 
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Write for New Catalogue SSeee ates Sores 


RODNEY Hun MACHINE “C0., ORANGE ORANGE, MASS. 20 Nitey Sreeer. 


Star Clay Company, Limited 


Rea nam 












Mimers and Manufacturers 





White ... White ... 
China Clay China Clay 
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Office and Works: MERTZTOWN, BERKS COUNTY, PENNSYLVANIA 





NEW YORK TYPE GRAVITY FILTER. 


Chicago. 


Y LOWEST 
PRICES. 
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